m 


J 


BOSTON 

PUBLIC 

LIBRARY 


BOSTON 

PUBLIC 

LIBRARY 


Location: 


REPORT  ON  GROUND  WATER  LEVEL  STATION 
S  side  of  Palmer  St.  31'  E  of  Warren  St. 


Station 
No .       8-02 


Sketch  Drawn  By    J.  p.  rv^c 


_Checked  By     /f /-/, 


Scale    fans 


Well  Installed    Sy7/3i  Depth Grade  Top  of  Well  a  7.  1/  o 

Readings  taken  over   period  fromV^^  to^t^yand   f rom-^2/^>  to  date 
First  reading  taken t>/„/3  L Water   at  Grade      /o*  9*~ 


j  a/7- /w  6 


_Water  at  Grade   n  RV 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD:  7/ JL  //?  9   Water  at  Grade   /  n./ J 
HIGHEST  READING  OVER  ENTIRE  PERIOD :£./^/3 7    .Vater   at   Grade/ ^.£.3 

Data  Transcribed  By B.F. Checked  By A.M. 


Remarks: 


10  • -6"  sand   ic  gravel 

15'-b"  sand 

20 '-6"  sand    (bottom) 

15 '-8"  water  level 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date   of   RevoTt/o/7/YO 
Approved  By     /  ,/^, 


. 


REPORT  ON   GROUND  WATER  LEVEL  STATION 

Location:      N  side   of  Chadwick  St.,   91   E  of  Ambrose 

Street 


Station 
No.      8-07 


CH/\DW\CW     ST. 


Sketch  Drawn  By  J.p.^yi.c 


Scale    t^QT\e 


Well  Installed      ££/3L    Depth 


_Grade  Top  of  Well      /7-f/Q 


Readings  taken  over  period  from y"/<?L to  -?Af/j7and  ?TOw.<t/'p/yoXo  date 
First  reading  taken j,/'X./j  l Water  at  Grade     / ^ -  j-/ 


Latest  reading  'taken 


////cL/VC 


_Water  at  Grade PIugg ed 


LOWEST   READING  OVER   ENTIRE  PERI  OP :  j~//  o/j  f  Water  at   Grade  //.7? 
HIGHEST  READING  OVER  ENTIRE  PER  IOD :  7//J~/vo  Water  at    Grade  /&0L 


Data  Transcribed  By 


G>F- 


Checked  By 


A,M- 


Remarks 


6'  sand   6c  gravel 

10'  sand   L  gravel 

lb'  sand   &  gravel 

20'  mud 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report ////.L/Vd 
Approved  By     I   .  R. 


. 


REPORT  ON  GROUND  WATEB  LEVEL   STATION 

Location:      E  side   of   Randall  St.   106'   S  of  Fellows   St.   sta'tion 

No.     8-08 


\OG' 


ST. 


Sketch  Drawn  By  J-  p  .rec. 


Checked  By      F  H. 


Scale       Nor\e 


Well  Installed   jt//V-^    Depth      /f~'        Grade  Top  of  Well    A>  f~*f 
Readings  taken  over  period  fipmf//>/&/  to  sAf/3i and  from s/'y/t>» to  date 
First  reading  taken 6>//-2-/j>L Y/ater  at  Grade       A^^ 


UlJjMm 


_Water  at  Grade     s.  7  L 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD ;  9/ A.  9/3  7  Water   at   Grade    V.VJ 
HIGHEST  READING  OVER  ENTIRE  PERI0D:j/2.P/6?  Water  at   Grade    7.  7  / 

Data  Transcribed  By b.f- Checked  By A.M. 


Remarks : 


9'    water 
15'    sand,   gravel,    &  mud 
15'    peat   dc   soft   clay 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report/ ///^/Vfl 
Approved  Bv     /    .  R. 


REPORT  ON   GROUND  WATER   LEVEL  STATION 


Location:      N  side   of  Hunneman  St.   35'   W  of 

Harrison  Ave 


Station 
No .      8-09 


HARR\SON 


AVE.. 


Sketch  Drawn  Byj.P./*i£c 


I 


Checked  By 


EJ± 


Scale    None 


Well  Installed  J?///3C  Depth  /a'  Grade  Top  of  Well  /y.  JTLi- 
Readings  taken  over  period  from (,A/sC  to  ?Sft6?and  txomcpfafa  to  date 
First  reading  taken £//'/j  L Water  at  Grade        7. a^y 


Latest  reading  taken_ 


///A/yo 


_Water  at  Grade       7.0 1 


LOWEST  READING  OVER  ENTIRE  PERIOD :  ///o/3  Z    V-  ater  at   Grade      Q.Ql 
HIGHEST  READING  OVER  ENTIRE  PERIOD;  3//V/Vfl   Water   at   Grade      ft  £  6, 


Data  Transcribed  By_ 


J±E 


Checked  By_ 


A.M. 


Remarks : 


8'   water 
10'    sand  6:  gravel 
20'    clay 


Note:      See   explanatory  notes  on 
first  page  of   this  Book 


Date   of  Report////°Z./Vl 
Approved  By   /    .Pi. 


- 


REPORT  ON  GROUNDWATER  LEVEL  STATION 


Location:  S  side  of  Thorndike  St.  30»  E  of 

.    Washington  Street 


Station 
No.  8-11 


> 

CD 
O 

o 


WAftH\NGTON 


ST 


A'1 


O 
rO 


I 

o 
F 


Sketch  Drawn  Byj.p.^c. 


_Checked  By        E  /-/■  Scale   None 


Well  Installed    sf/f/sL     Depth      /*'           Grade  Top  of  Well  J-j>,jj9J/ 
Readings  taken  over  period  from  V's/jt  to&ijtfff  and  from  yyfr/yoto  date 
First  reading  taken £/'//<* L T^ater   at  Grade     /3.  oj^ 


Latest  reading  taken 


UM^JJM 


j'.ater  at  Grade  /  JL ,  9  7 


LOWEST  READING  OVER  ENTIRE  PE RI OP :  S//r\/,  1$  W a t er    at  Grade  / JU3  ft 
HIGHEST  READING  OVER  ENTIRE   PERIOD  -.x/X. J /VO  Water  at   Grade  /  V,  fr/) 


Data  Transcribed  By 


&.?. 


C  he  eked  By_ 


A.M 


Remarks : 


81    sand  &  gravel 

8'    clay 

7' 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Re  port ////^/V# 
Approved  By   /_./?. 


REPORT    ON    JROUiJJj  Y.hTEK    LEV^L   STATION 


Location:       W  side   of  Harrison  Ave.   43' -9"   N  of 

Thorndike   Street 


Station 
No.     8-12 


o 

I 

o 


A3'9: 


H 


\-\ARR\SON 


PWE.. 


Sketch  ^rawn  By  J.p.y\^c. 


/necked   By        FN. 


Scale  Uone 


V.ell  Installed  S^J^/sC  Depth  /**"'  "rade  Top  of  Well  /^llC 
Readings  taken  over  period  from  i»//YjC^Q  4/r*J/-*f*nd  from  3///yjto  date 
First  reading   taken t/s^/jC Viiater  at   ^rade      L.  3-C 


x^atest  reading   taken_ 


///Al/YQ 


water  at   Jrade  P/aGGED 


LOWEST   rtEADINJ   OVER  ENTIRE  PERIOD;  f/jLbfaf-  ftater  at   Jrade  .SlS  3 
HIGHEST  READINu  OVEB   ^NTIEE  PERIOD:  J^L5~/J 7  V»ater  at   Jraae     9.04, 


Data    Transcribed   By 


S.h. 


Checked   By 


A.M 


Remarks : 


8' -6"   water 
13'-   sand  &  gravel 
13'    blue   clay 


Note:      See   explanatory  notes   on 
first  page   of   this   Book 


Daterof  Report////,:}  /VQ 
Approved    By    J_.B. 


REPORT  ON  GRO  ND  WATER  uEVEL  STATION 


Location:   E  side  of  Plagg  St.  20 '-6"  S  of         Station 

Washington  Street      No.   8-13 


a- 
D 

* 

J 


V_ 


WA5H\HGTON 


ST. 


T 


CO       O 


ai 

1 


19 
J 


.Sketch  Drawn  ByJ.&wc.    Checked  3v  F.  H.  Scale  Ylorve. 


ell  Installed  * /7/jL    Depth  /<>'  Grade  Top  of  ell  /?.f/^ 

Readings  taken  over  period  f rom^/^  to  -3/^<?and  f  rom^^a  to  date 


First  reading  taken_ 


*/*7** 


'  ater  at  Grace  /^  -F^ 


/(/7/vo. 


J.ater  at  Grade  / /.JL  9 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD :  S/mIh 0     Vater  at   Grade $*\YZ: 

HIGIIEST  READING  OVER  ENTIRE  PERIOD :  I  / /X9/31  ■'■  ater   at   Grade  /J.^ 


Data  Transcribed  3y_ 


&.r: 


Checked  3y_ 


A.M. 


Remarks : 


9*  water 
10'  sand,  gravel,  is.   silty 
10'  hard  clay- 


Note:  See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report/// 7  A/^ 
Approved  _v  /_  .R. 


. 


REPORT  ON  GROUND  WATER  L  VEL  STATION 

Location:   E  side  of  Northampton  St.  38'  S  of 

Harrison  Avenue 


"2. 


Station 
No.   8-15 


HOSPITAL 


NORTHAMPTON  ST 


Sketch  Drawn  BvJd.m^c. 


V 


.Checked  ly       £j£, 


Scale  Nov>e 


ell   Installed    ^>Ss-/3C    Depth     /£ 


~v 


.Grade  Ton  of     ell    /J^tfY 


Readings   taken  over  period  from ^7^  to^z-^yand  frorQ-3/kx/iato   date 
:  irst  reading  taken y*~-/3  £ Water  at  Grade       f.  ?yc 


Latest  reading  taken 


///  7/«0 


ater  at  Grade      f;3  C 


LOWEST  READING  OVER  ENTIRE  PERIOD:  /  //p/3<rr   .ater  at   Grade     V,C  ? 
HIG;  EcT  READING  OVER  ENTIRE  PERIOD  :  9/3  /3f ',» ater  at   Grade     jyjp? 


Data  Transcribed  By 


&  f. 


Checked  By 


A,M- 


Remarks : 


6'    sand   6.  gravel 
6»    to   12'   mud 
12' -6"    hard   clay 
6'    water 


Note:      See  explanatory  notes  on 
First  page   of  this   iiook 


Date  of  Report///  7/vO 
Approved  3y     /    , R, 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:  N  side  of  Northampton  Street  5'  W  of    station 

Hampden  St.  Street  Line  (E  side)         ^q  ^    8-16 


/^  Projected 


"**»!> 


Sketch  Drawn  By   J.p.Wc.   Checked  By_ 


F  H,       S c al e     None 


'.Veil  Installed  ^7/2/36  Depth  /3~'  Grade  Top  of  ell__/£1_^£££_ 
Readings  taken  over  period  f roia %/*£jXo  4^/^/and  froin_4^M^£to  date 
First  reading  taken L//C/3  C Water  at  Grade       jrJ*^ 


Latest  reading  taken 


Hjl/yi) 


'..  ater  at  Grade     ,f~.7? 


LP  .EST  READING  OVER  ENTIRE  PERIOD :  f fall 3 7      .ater  at  Grade     jl.96 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  H/scs/Vb  .ater   at   Grade     C.  fr$ 


Data  Transcribed  By 


&.F. 


Checked     y_ 


A£L 


Remarks : 


14'    fill,    sand,   gravel,    peat 
14'    hard   clay 


Note:      See  explanatory  notes  on 
first  page   of  this   iook 


Date   of  Re  'ort///7/V<9 
Approved     y    j  .ft, 


CRT  ON  GROUND  WATER  LEVEL  STATION 


Location:   E  aide  of  Hampden  St.  18»-6M  W  of 

Kemble  Street 


f6-\a'<5'^ 


'tation 
No.   8-17 


Z""^ 


HA^PO^N 


ST. 


Sketch  Drawn  By  do^c     Che oke d  :y   F.tt. 


I 
9 


.Scale  TW^ 


.ell   Installed    S/lYJ C    Depth     (£jz£.      Grade  Top  of  V.'ell      /C?'J^ 

Readings   taken  over   oeriod  from ^JWjd^o^^/y? and  fromJg^/y^to   date 

First  reading  taken ^//z^/sC Water  at  Grade      /a  /V 

Latest  reading  taken //  / /j  /vo Water  at  Grade   /0.3? 

LOWEST  HADING  OVER  ENTIRE  PERIOD;.? //.?/3 7     V-ate  at  Grade      7.SS 

HIGHEST  READING  OVER  ENTIRE  PER IOD  :  j // 7/J 7   V ■  ater  at   Grade  S*L.d3~ 


Data  Transcribed  By 


G.F. 


Checked  3y 


A.M, 


Remarks : 


7'-t>  clay 
15'  clay 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report //// J /V/3 
Approved  By  f    _R. 


REPORT  ON   GROUND   WATER   LEVEL  STATION 

Location:       W  aide   of     Eustia   St.   24'    N  of 

Hampden  St.   Curb 


Station 
No .       8-19 


Projected 


Sketch  Drawn  By  J.p.^.c. Checked  By       f^  j-j, Scale    Hone 

eil    installed    j//*/<3  C  Depth    /3^  £       Grade  Top  of  Well    &*f**~~ 

Readings   taken  over  period  from^frj^  toj/z?/??  and  fTora^/js/?  to   date 

First  reading  taken C/zf'^C Water   at  Grade  -*&,  ?? 

Latest  reading  taken 1 1  //  *L  A/£ 7,'ater   at   Grade  3L  */,  tfff 

LOY.EST  RE. DING  OVER  ENTIRE  PERIOD  :  jl  /<?/  ?5    .ater  at  Grade  <Z3.L  / 
HIGHEST  READING  0Vi.R  ENTIRE  1ERI0D  :////f/j£  Water  at  Grade^_iLU_ 

P  F Checked  By A.M. 


Data  Transcribed  By 


Remarks : 


4'  earth  fill 

4'  clay 

15'  wot   clay 

11'  water 


Note:     See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  RQ-oTt////aJVQ 
Anproved   By    j_  ./9, 


Location: 


REPORT  ON  GROUND  V.'ATER  LEVEL  STATION 

W  side  of  Norfolk  Avenue  300 »  S  of 
Hampden  St« 


tation 
No.      8-20 


YELO|v\AN  ST 


NORFOUW 


-Sketch  Drawn  By  J.p.m.'c Checked  3y       F.  hi Scale    Moog. 

ell   Installed    f~////ji  Depth    /r -  4>  "  Grade  Top  of     ell_^A_7jf_ 

Readings  taken  over  period  from^^^to^W/f and  from^»/y^o   date 
First  reading  taken ^A?/Jd .Water  at  Grade 


Latest  reeding  taken_ 


/J//Zl/W0 


ater  at  Grade  /  JL.7  0 


LP" VEST  HEADING  OVER  ENTIRE  PERIOD  :  ?/,£  lIUO  -ater  at   Urade    / /,  7  ft 
HIGHEST   READIN     OVER  ENTIRE  1 -ERIOD './Op pff  -ater   at   Grade  /  V.9  V 


Data  Transcribed  By_ 


BF, 


Checked  By_ 


_aj^l 


Remarks : 


Earth  fill  4' 
4'-ll"  clay 
12'  clay  k   gravel 
9'  water 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  ::evoTt//p  2,/t/D 
Approved  By  /  .B, 


REPORT  ON  GhOUiMD  WATER  LEVEL  S'l  aTION 

Location:   E  aid©  of  Kemble  Street,  136'  S  of 

Heading  Street 


Station 
No.      8-21 


V^M^UE. 


Sketch  Drawn  ry  Jt>tA*c. Checked  ::y      F.  \~\ . Scale    None 


Well  Installed  ->Xz/>? C    Depth  /°'~~  &  *     Grade  Top  of     ell  4%  j-7*{ 

Readings   taken  over  period  '  ro: i </tV?^t o -^^?^ and   from^.<Vxato   date 
First  reading  taken L/±3/a  c -ater  at   Grade        //»«f/ 


Latest  reading  taken 


////j  No 


ater   at  Grade  /^,^-T 


LP  .VEST  READING  OVER  ENTIRE  FERIOD  :S//o/j  f  '■■  ater  at   Grade  /  QJ^L 
HIGHEST  READING  OVER  ENTIRE   ,  ERiOD  :  7/  7/3.  f    .ater  at   Grade  /  V, /  V 


Data  Transcribed  By 


E.h 


Checked  3y 


A,M. 


Remarks 


7'    earth  fill 
7 '-12'    earth   sand 
10' -6"   bottom  of   pipe 
12 » -16 '-6"    clay 


Note:      See  explanatory  notes  on 
First  page  of  this  Look 


Date   of  Report; ///.l/VQ 
A  proved  By    /    ,R, 


REPuRT  ON  GRO      A.TEB  LEv     .'AT ION 

Location:   N  side  of  Farnham  St.  11'  E  of 

Heading  Street 


Station 
No.   8-22 


Sketch  Drawn  By  J.p.^cc,    Checked  By  F.  H. 


Scale   Wooe. 


"  ell   Installed    J~/7/jL    Depth     /O  ~  t       Grade   Top  of  Veil     /(..6*C 
Readings   taken  over  period   from  *>//*/<?!. Xo^/*sy(_f? and  from4^^>to   date 
First  reading  taken c//f/<3  L> 7<ater  at  Grade      //  J<3 


Latest   reading  taken 


/l/;j/vfl 


ater   at   Grace  /  ^l,j,  T 


LOV.EST  REDING  OVER  ENTIRE  ,  ERIOD :  7/l/3C     -ater   at  Grade   /  o.(,ef 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  V/j.r/'iO  V.'ater   at  Grace  /  J.J  V 


Data  Transcribed  By 


S.F. 


_Checked  By 


_AJ^L 


Remarks: 


4'    earth  fill 

41    water    bearing   soil 

4 '    wa  tar 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Re oor t 


a/vo 


Approved  By  |_  tP$, 


. 


L 


CRT  ON  GROUND  .:.ATER  LB.  EL   TAT  ION 


Location:   N  side  of  Island  St.  23' -6"  11  of 

Reading  Street 


tat ion 
No.       8-23 


E3* 


XSLAND 


if) 


ST. 


sketch  Drawn  By  yj.ovncc. 


i 


_Checked  By         F  H. 


Scale  N\ 


or\& 


".Tell   Installed    ^/f/sC    Depth     JY Grade  Top   of     ell     /7.«*^~3 

Readings  taken  over   period  from  £>//#<? L  toj^gjg  and  frora^/^y<ito   date 


First  reading  taken 


4/^W 


Water   at  Grade    /<?#  7J~^ 


Latest   reading  taken 


////3/VP 


Water  at  Grade  /CO 


LP, .EST  READING  OVER  iSNTIE        ERIOD  \3//^/^A       ater   at  Grade      ft  4  f 
HIGHEST  READING  OVER   ENTIRE  .  ERIOD : *//JL7/V6  Water   at  Grade  /jl.o  0 


Data  Transc   ibed  By_ 
Remarks: 


g./T 


Checked  By 


AH 


V  earth  fill 
10'  wet  earth 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Re -or  t ////J /V  a 
Approved  ly  L  .3. 


,iJORT  0   (  R01  ]    T   ...  VEL  TA  ION 

Location:  IN  side  of  Reading  St.  381  S  of  Station 
Southampton  Street  No.   8-24 


SOUTHAMPTON  ST. 


M 

V 

H 

CO 

j) 

r 

.1 

19 

• 

£ 

2 

ij 

cc 

ketch  Drawn  By  ^.p.fVbC  Che  eke;    By        £"  /-/, Scale    No-cve 

ell  Installer      *7f/3C    Depth  /■*"  £  ^     Grade  Top  of     ell     /<>.?yC 
Readings   taken  over  period  f r om  V>jy^^to.^3^ji^and  f  rom  ?/<r/vA,o  date 

First  reading  taken ^/tr/ai. Water  at  Grade       <P,  jlq 

Latest   reading  taken / //  f-f/vD ■'■  ater  at  Grade      fr,JL^ 

LP -..'EST  R  [G  OVER   L'NTIKE  rSRluD ;  7/^jJjL  "..ater  at  Grade      7.  l>3 

HIGH^-1'.l    REDING  OVER     ..TIRE  PERIOI  :±7jA/jJ_  ater  at   Grade      9Ji 

Data  Transcribed  3y  E-  h. Checked  By AM. 

Reraarks : 

7«  sand  fill 
7'-15'  sand  k   clay 
7'  water  in  paipe 


Note:   See  explanatory  notes  on  Date  of  Report // //V/VQ 

first  page  of  this  ook 

Aoproved  By  /__  ./-j. 


Location: 


REPOR1]  GEOUNI       ATE]     LEVEL  STATION 

W  side   of  Mass.   Ave.   471    S  of     Gerard 
St.   curb  proj . 


station 
No.     8-25 


*a 


K 


Q 

DC 
uJ 

o 


H 


N 


%i 


C 


sketch  Drawn  :yj.p,^c.  Checked  FT      F.  H. 


Scale    A/one 


Well   Installed   J7*/st      Depth    ?-*"       Grade  Top  of     ell     /?,f-QQ 
Readings   teken  over  period  from 5^4  £  X,o)frf/3?  and  from  3/t/yo  to   date 
First  reading  taken £/f/3  C V"ater  at  Grade       ?.  ?s 


Latest  re   ding  taken 


Ull±lMA 


V  ater  at   Grade     ft\3  ff 


LOV.EST  R^JDING  OVLR  ENTIRE  PER  I  OP :  ^  /  7/j  7   "  ater  at  Grace    L^f 
HIGHEST  READING  OVER  ENTIRE  PERIOD ;  fr/a. ~//jf    ater  at   Grade      ?.C^ 


Data  Transcribed  By 


G.F. 


Checked  By 


A.M. 


Remarks: 


15'    easy  driving,    sand    (with  some   clay) 
9»-5M   water 
15'    greenish  yellow  medium   black   sand 


Note:      See  explanatory  notes   on 
first  page   of  this  i^ook 


Date   of  Ee"ort////y/y£ 
Approved   _y    j_.R. 


RLP.-.RT  ON  GROUND  L  ST..TION 


Location:   N  aide  of  Island  St.  7'-6"  E  of 

Gerard  Street 


Station 
Mo.     8-26 


-7*6*1 


ISLAND 


ST. 


I 

Sketch  Drawn  Byjp.wsc.    ■       Checked  By      F.  H, Scale    None 


'..'ell   installed 


Depth      /J  '         Grade  Top  of  Veil        //»,  9°* 


Readings  taken  over   period  from  £/^<^  to j^r^^and   fro:-  y/f/yoXo   date 

First  reading  taken ^JLJ2A Y7ater  at  Grade         4> . &<P 

Latest  reading  taken ///jj/VO ..ater  at  Grace       0 ,j I 

LOWEST  READING  OVER  ENTIRE  i'ERIGD  :j//^/j  7    ..ater  at   Grade     f.JLtf 
HIGHEST  READING  OVER  ENTIRE  PERIOD  :tf/oL7p%  '.ater    at   Grade      9.  V/ 


Data  Transcribed  By 


Jh.F. 


Checked  3y 


A.M. 


Remarks: 


8'    black  gravilly  fill    (wet) 
15*    black,   wet   sand 
10'    Presh  water 


Note:      See   explanatory  .notes  on 
first    page  of  thisBook 


Date   of   :  eport/Z/VJ/ya 
Approved  By    /_  . R, 


REPORT   ON  GROUND  wATER  LEVEL   STATION 

Location:      E  aide  of   Gerard   St.   22»-0"    S  of 

Parnham  Street 


Stat  ion 
No.      8-27 


<4 


GERARD 


ST. 


H— aa' 


Sketch  Drawn  Bvi.Pm.         Checked  B7_£_hL Scale  ^one 

Well  Totalled    S77/JL  Depth    A*/*.'       Grade  Top  of  Well     /7.^/ 
Readings  taken  over  period  fvomC^±toJ^2tan&  frora^y^to  date 
First  reading  taken C/r/3  <■ Water  at  Grade 2^-Z_ 


Latest  reading  taken_ 


,fi/X>rft6 


Water  at   Grade      9.^6 

LP,; EST  READING  OVER  ENTIRE  PERIOD : ////J 7.7 f  Water  at  Grade %/J- 

HIGIJEST  READING  OVER  ENTIRE  PERIOD  ;V/2  7/3  7  Water   at    Grade  //fltfT. 

Data  Transcribed  By  fc.F. Checked  By AJ^L 


Remarks : 


9'  miscellaneous  fill 

9'-15'  silty  clay  (mosist  at  5') 

7 '-10  water 


Note:      See   explanatory  notes  on 
first  page  of   this  Book 


Date    of  Repory/lAzF/Vfl 
Approved  By     /    .  R, 


. 


REPORT   ON   GROUND   WATER  LEVEL  STATION 


Location:    N  side   of  Farnham  St.    295'   E  of  Reading  St.       ^No^e^S 


S/7C/0  E'nf  nanc  e  > 


27S.' 


*=fc 


/>?/? 


/WH/fM 


St. 


"2. 


Sketch  Drawn  By 


IJ9      Checked  By       F.  14. Scale       <Ctyy^y^~ 


Well   Installed  j7p/ 3 C     Depth Grade   Top   of  Well/ 7  7 '  £,  0 

Readings  taken   over  period  from^//y/3C  to and  from to   date 


First  reading  taken   4  /// /34 


Water   at  Grade    //,  /  g 


Latest  reading  taken_ 


f/^/64 


Water  at   Grade  //.  p I 


LOWEST  READING  OYER  ENTIRE  PERIOD:  F/2.S-/3L    Water  at   Grade  //.ol 
HIGHEST  READING  OVER  ENTIRE  PE  RIOD  :  7/3-*J3(,  Water   at   Grade  / /J  f 

Data  Transcribed  By _Checked  By ^.M, 


Remarks 


Note:      See  explanatory   notes  on 
first  page  of  this  Book 


Date  of  Re  do  rt  IT/ 2. 5~/3  C> 
Approved  By  L  .B. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 


Location:  S  side  of  Kemble  Street  155'  E  of  Gerard  St.  Station 

No .   8-29 


J) 


Sketch  Drawn  By^.o.TA^c.         Checked  By_ 


Well  Installed     SV*/s&   Depth      /£>'           Grade  Top  of  Well   /f.^ryt- 
Readings  taken  over  period  from 6/9/^L to  i/'Jfj?an&  fromj/tyyito  date 
First  reading  taken <*> /?/.?<- Water  at  Grade  / ft  L . 


Latest  reading  taken_ 


Uj-LlUll 


_Water  at    Grade  n Ry 


LOWEST  READING  OVER  EHTISE  PERIOD :  7//j/.  ?  7     Water   at  Grade    7. /J  1r 
HIGHEST  READING  OVER  ENTIRE  PERIOD:  V/2.f/v<J  Water   at  Grade/.?,  7 J" 


Data  Transcribed  By 


£jE, 


Checked  By 


A.M 


Remarks : 


7'    clay  &  sand 

7' -10'    yellow    oeach  sand 
12'    sand (rounded   grains) 
Gg'    water 
11*    obstruction 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report  ////J  /VO 
Approved  By     /    .  R. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:   N  side  of  Marshfleld  St.  opposite 
Easterly  Building  Line  of  Robey  Street 


Station 

No.   8-35 


MARSHFIE1_D 


Sketch  Drawn  ByJ.p.Wic, 


ST. 


n 


o 


.Checked  By       fr /-/. 


Scale    Mone 


J 

g 

c 

z 


7,  ell   Installed    J~//2-/sc  Depth    /o  '-£  "     Grade  Top  of  '<ell      £±±2£-£ 
Readings   taken  over  period  from Wj^/^J-o  yr/sr/j<&xi&  from  Jr/y^fo  to  date 

First  reading  taken C/j.  s/jc Water  at   Grade       A  *.jl. 

Latest  reading  taken J I  /  /  2  /V£ Water   at  Grade      #.  <p  7 

LOWEST  READING  OVER  ENTIRE  PERIOD;?//  13 7     Water  at   Grade      7,  irV 
HIGHEST  READING  OVER  ENTIRE  PERIOD  : S/ 7/vo    Water   at   Grade  /g.LZL 


Data  Transcribed  By 


.Checked  By 


AM. 


Remarks 


7' -6   sand  h.  gravel 
6'    sidewalk 


Note:      See   explanatory  notes   on 
first  page  of   this   Book 


Date  of  Report  JI//2L./40 
Approved  By    /    ,R, 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:   N  aide  of  Proctor  St.  10'-6"  W  of  Mass.  Ave. Station 

No.     8-38 


U 


(e-IO'tfW 


PROCTOR 


ST. 


c/) 


Sketch  Drawn  BvAotA<^.  Checked  By       F.  hi.  Scale    Hone 

Well  Installed     ^Vv/jC    Depth     /*--  L  "  Grade  Top  of     ell      i7.J?o 
Readings  taken  over  period  from  '/frs^cto  ^^>»and  fromo^/wato  date 

First  reading  taken <. /*.?/** c Water  at  Grade      s:  ?/ 

Latest  reading  taken ////.?  NO Water  at  Grade     y,  f$ 

LOWEST  READING  OVER  ENTIRE  PERIOD  \/n/J,r/Vo  Water   at  Grade    V.6  ? 
HIGHEST  READING  OVER  ENTIRE  1£  RIOD 'J/U/3  9    Water   at  Grade/  O.^? 


Data  Transcribed  By 


&£ 


Checked  By 


A.M. 


Remarks : 


7' -6"    sand   &  gravel 
10'-6n   water 


Note :      See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report  /  l/hl/VO 
Approved  By    /   _.B, 


REPORT  ON   GROUND  WATER   LEVEL   STATION 

Location:      Corner  of  Shirley  and   Sherwood   Sts   P.O. 
151    S.E.   of  Shirley  Street  curb  projected 


Station 
No.      8-39 


Sctf^ 


Sketch  Drawn  ByJ.t>.^c 


.Checked  By     ^  H. 


S  c  ale      None 


Well  Installed     -f/s/jC    Depth       /S~'-l  "  Grade  Top   of  well    /L.^Jn 
Readings  taken  over  period  from^/S^c  to  ^/^6^-and  fromj^/^to  date 

First   reading  taken ^/^s/3  c Water  at  Grade       3^  o  C 

Latest  reading  taken         /  J//1./V6 .Water  at  Grade    S.&  V 

LOWEST  Rii-JJlNG  OVER  ENTIRE  PERIOD :  tf/AS'/jl  Water  at  Grade    ^.7 J. 
HIGHEST  READING     OVER  ENTIRE  PERIOD '.<£// t/j<7  Water  at   Grade    fc 6  &, 

Data  Transcribed  By B.F. Checked  By A.M. 


Remarks : 


V    sand   &.  gravel 


Note:      See  explanatory  notes  on 
first  page  of   this  Book 


Date  of  Reoort////c£./y£ 
Approved  By  j    .S. 


REPORT  ON   GROUND  WATER   LnVEL  STATION 


Looation:      s  side   of  Shirley  St.   17»   i   of  Mass.   Ave.        Station 
No.      8-40 


MA55 


AVE 


Sketch  Drawn  3yJ.p,tA£c.    Checked  By  F.H. 


Scale    Hone 


Well  Installed    &~/>//Jl  Depth      /«*"-  C  "  Grade  Top  of  Well      /*..■?£.*- 
Readings  taken  over  period  fro m 7/t?/J(X o ¥/'*/j >an d  from Jy/z/yfro  date 
First  reading  taken 1/a 7/3C Water  at  Grade      v^  - y V 


Latest  reading  taken. 


/l//^/V/? 


J.'ater  at  Grade    /»/W 


LOWEST  READING  OVER  ENTIRE  PE RI0D :  J/JL.\/<3  &  W a ter   at   Grade     V.03 
HIGHEST  READING  OVER  ENTIRE  PERIOD  ;//.?.  6/7  7  Water   at   Grade    f.  9S 

__Checked  By A./W, 


Data  Transcribed  By_ 


&F- 


Remarks: 


7'-6n  mud  &  sand 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report  I  ll/i./*/0 
Approved  By  /  ./?, 


REPORT  ON   GROUND   WATER   LEV^L  STATION 


Location:        S  aide  of  Rusfield  St.   22»   W  of  Mass.  Ave.   Station 
No.      8-42 


MASS. 


AVE! 


K 


s 


± 


Sketch  Drawn  By  J.p.M^c.       Checked  By        F.H.  Scale  ^one 


Well  Installed 


Depth    /<*'-£  "    Grade  Top  of  Well      /f.o  3*A 


Readings   taken  over  period  from  &/7/*4toyAi/-y»and  from3/7/V«to  date 
First  reading  taken (,/r/sc Water   at  Grade      /qqq. 


Latest  reading  taken  ////J/Vfl 


JVater  at   Grade    /  OJ I 


LOWEST  READING  OVER  ENTIRE  PERIOD \S//ol ^    Water  at   Grade      9. S3 
HIGHEST  READING  OVER  ENTIRE  PERIOD  ;V/^p/? 7  Water   at   Grade  //.<?.  3 

Data  Transcribed  By  b-F. Checked  By A.M. 


Remarks : 


7»-6"   mud   &  clay 
10»-6"    water 


Note:      See   explanatory  notes  on 
first  page   of  this  Book 


Date  of  Retiort////j/Vd 
Approved  Bv  /   .  H. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:   S  side  of  Pompeii  St.  30»-5n  W  of  Mass.   Station 

Ave.  No.      8-43 


MASS. 


AV^_. 


H 

in 


u 

O 


rr 


b 


Sketch  Drawn  Bv. Irvine.         Cheeked  By        /T/-/, Scale    >\on^ 

Well  Installed Perth    /*'-i"    Grade  Top  of  Well 17.  770 

Readings  taken  over  period  fro ^/r/jtXo W'r/ff and  from  .?/7/>^to  date 
First  reading  taken L/9/3C Water   at   Grade 


(IJ{J/W 


Water    at  Grade    S./.  V 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  1-L RIOD :  9/J/3  7      Water  at   Grade    tfxS~<l 

HIGHEST  READING  OVER  ENTIRE  PERIOD ;  4//1J3&  Water  at   Grade     f  ,  o2  / 

Checked  By A.M. 


Data  Transcribed  By_ 


X.-F. 


Remarks: 


7  '-6"    sand  6c  mud 
10' -c"    water 


Note:      See  explanatory  notes  on 
first  page   of  this  Book 


Date   of   Report// /A? /Vfl 
Approved  By    /  . ../?, 


REPORT  ON  GROUND  V.'ATER  LEVil  STATION 


Location:    E  side  of  Massachusetts  ave.  10'  N  of 

Island  Street 


Station 
No.     8-44 


A- 
«0 


M^. 


AVL 


Sketch  Drawn  By  J.p.yvzc 


Well  Installed 


Checked  By      F.  hi. 


.Scale  ^Pna 


Depth   A*~-  ^  "     Grade  Top  of  well      /7.^~Po 


Readings  taken  over  period  from  ^/>  6  to  ?^6yand  from  3/>/goto   date 
First  reading  taken L/*/JL .Water   at  Grade ^T7  J~^ 


HllHlHQ 


_Water  at  Grade      7.  P.? 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD :  S'/zo/JS'    Water    at    Grade__£t_£_£ 

HIGHEST  READING  OVER  ENTIRE  PERIOD  \9// 9/VO  Water  at    Grade__^_£ 


Data  Transcribed  By_ 


JS.F. 


Checked  By_ 


AJ^L 


Remarks : 


V    sand   6c  gravel 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ////V/yfl 
Approved  By    /     R. 


REPORT  ON  GROUND  /EL  STATION 

Location:   N  side  of  Chesterton  St.  17' -6"  E  of 

Allerton  Street 


Station 
No.       8-45 


Sketch  Drawn  By  J.p.wc. 


_C  he  eked  3y       R  /-/, Scale   None 


..ell   Installed   J7"/3C     Depth       /*"        Grade  Tor)  of     ell      (?.o?o 
Readings   taken  over  period  from ^/^ j  to 3/**/3 /and  from J/sr/ynXo   date 
Eirst  reading  taken ^/C//3C ater   at   Grade       ^ .  oy-" 


Latest  reading  taken  /o/z.Jl/wo 


_ater      t   Grade       $r,9  L 


LOWEST  BEADING  O^EE  ENTIRE  PERIOD  :  V/,?  /a/q    ..  ater   at  Grade      7.^/ 
HIGHEST  1;      I      IG  OVER   I  NTIRE  PERIOD :  7/z  9/3X  '  ater  at  Grade  y  0.9  9 


Data  Transcribed  By 


,5./^ 


Checked 


A,M< 


Remarks : 


10»    cinaer  fill 
8'    water 


Note:      See   explanatory  notes  on 
first  page   of   this  Eook 


Date   of  H e n o r V n/ji. <i-/Vd 
A  iproved  3y     /    ,  B. 


. 


Location: 


REPORT  ON  GROUND  "...     LEVEL  STATION 

N  side  of  Southampton  St.  23'  W  of 

Atkinson  St. 


Station 
No.      8-48 


H 

ID 

z 
o 

z 


h£3'W 


SOUTHAMPTON 


ST 


Sketch  Drawn  By  J  n  mvc.  Checked  'Jy      F.  H.  Scale    ^o^P 

..ell    Installed     37'/3C    Depth   ^>  -  *  "    Grade  Toy   of     ell     /7-f3o 
Readings  taken  over  period   -Tom L^/fL  to  ¥/'&9  and  from 3/7/*  »  to   date 
First  reading  taken <■/*/*£ ater  at  Grade       Z  7/ 


upy/w 


nater  at  Grade   7./<£ 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD :  2.//r/j  7    V.ater  at  Grade   cT/^ 
HIGHEST  READING  OVER  ENTIRE  PERIOD:  9/f/J IT     ater  at  Grade  /  QJ  % 


Data  Transcribed  By 


&.f. 


Checked  By 


A,M- 


Remarks: 


15'  sand 


Mote:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report// //V/V<9 
Approved  By  /  .R, 


REPORT  ON  dROJND  WATER  L^VILL   STATION 

Location:  N  side  of  Southampton  St.  43'  E  of 
Cummings  Street 


Station 

No.    8-49 


.Sketch  Drawn  By 


_G  he  eked  By  F.  H. 


Scale 


Well  Installed 


Depth      /J~' 


Grade  Top  of  Well     /7-  4  J19 


Readings    taken  over  period   from<^<>^  toP/sj/jfarxd   from  J/p/^g  to  date 
First   reading   taken L/p/3  C Water  at   Grade       f,  of 


Latest   reading   taken_ 


lUM/lo 


_Water  at  Grade     *-AlJL 


LOWEST    READING   OYER  ENTIRE   PERIOD  ;////y/y4    Water   at   Grade    W..3  J- 
HIGHEST   READING   OVER  ENTIRE  PErilOD ;  7/J.9/O &  Wa ter   at   Grade    fr,*/J~ 


Data    Transcribed    By_ 


&.F. 


Checked  By_ 


AM* 


Remarks : 


Note:      See    explanatory  notes    on 
first   page   of   this  Book 


Date   of  Report ////V/y^ 
Approved   By      l_.B. 


RETORT  ON  GROUND  WATER  LEVEL  STATION 

Location-   N  side  of  Southampton  St.  75 »  W  of 

N.H.R.R. 


Station 

No .        8-50 


SOUTHAMPTON 


Sketch  Drawn  By  J.p.»\«c. 


..ell   Installed 


.Checked  -y         EH.         Scale  Mone 


Deoth    /J~L  C 


Grade  Tot)  of     ell   /3.j~/~? 


Readings   taken  over  period  from  L/y/JC  to  j^-^/^cand  from^A-V^oto   date 
First  reading  taken C/f/3L water  at  Grade      +.  9? 


Latest  reading  taken 


n}HjL/o 


Y.ater   at  Grade    X,  V3 


LOWEST  READING  OVER      NT   RE     i-RIOD:  6/  (.ft/)      V.'ater   at  Grade    3.S7 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  L/jl?/3  7  T^ater   at   Grade    (.. 3  % 


Data  Transcribed  By 


Uf- 


Checked  By_ 


AM. 


Remarks : 


7»    sand 
9'    water 
13'    ailty  sand 


Note:     See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ////V/Vfl 
Apo roved  By    l___.fi, 


. 


REPuRT  ON    GROUND     .ATER   LEVEL  STATION 
Location:      W   side  of  E.   Newton  St.    25'    N  of  Albany     station: 


Street 


N. 


8-55 


H 

Z 

o 
JL   ui 


ALBANY 


5T. 


Sketch  Drawn  By  J.p.iv\frc.  Checked  By E  H. Scale  Y4o^< 


ell    Installed     J~/s~/3  L  Dept'  _ 


Grade  Top   of     ell     /*>■*'*- 


Readings  taken  over    period  from L/s/3t  to  ^'^Jyand   from-3//*/y»to   date 
First  reading  taken h^^Ysc v.'ater  at  Grade       ^c  o-y 


Latest   reading  taken 


///(,/vo 


_  ater   at  '-rade      V.V/ 


L>.-./L:T  READING  OVEB  ENTIRE  .- ER IOD : y/J.o/3 7  Water  at  Grade    ,?.,3   ? 


HIGHEST  READING  OYER  ENTIRE  PERIOD :  7/2,  3./?g-  .  ater   at   Grade    ^,4   g 


Data  Transcribed   3y 


^E 


Checked  3y 


iA. 


Picnarks : 


5'    5   lengths    of    5'    pipe 
8'    watsr 
15'    sand   <x  gravel 


Note;      See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report  ///6/Vfl 
A  proved     y    /_.,£ 


EPQHT  ON  GROUNI  _.L  STATION 

Location:  E  side  of  E.  Brookline  St.  100'  S  of     Station 

Harrison  Ave.  No.     8-56 


HARR\SON 


AVEL. 


CP 

o 

I 


A 


i 


sketch  Drawn  By  q.p.m^c- 


Checked  By 


.£&. 


-cale  YAor^e- 


ell   Installed     S/syjL   Depth        /S^        Grade  Tor>  of     ell Ji.o#Sy 

Readings   taken  over  period  ivov^/^/jC  to¥//?/j?exi&  from  -^y^to    date 

First  resding  taken £/s~/3C Water  at  Grade  _    /3.  S/ 

Latest  re   ding  taken /// &  /*/0 .  ater  at  Grade    A1.6>  ? 


LP  .VEST  Rj  G  OVER  ENTIRE  PERIOD  'yo/G/yo   Water  at  Grade    //AT 

HIGHEST  READING  OVER  ENT  ^R IQD :  (,/w/VO   ""ate r  at  Grade  /  V.73 


Data  Transcribed     y_ 
Remarks : 


J5.F. 


Checked  By 


AVL 


7 '-9"   wator 
15'    sand  <x  gravel 
17'    clay 


Note:      See  explanatory  notes  on 
first  page   of   this  hook 


Date  of  ]\mvoTt///C/V/) 
Approved  :iy     /    .B, 


REPORT  ON   GROUND   WATER  LEVEL  STATION 


Location:        E  aide   of  E.   Dedham  St.    18' -9"   u  of 

Harrison  Ave . 


Station 

No.        8-57 


p 

a 

ri 

a 

r 

• 

i 

CO 

-i 

y 
3> 

L 

H/\F\R\SON 


AVE. 


0> 
rf 


Sketch  Drawn  By  J.p.vxsc.  Checked  By       R  H. 


Scale  YAor\e 


Well  Installed  JVv'JfC   Depth      /*~  '       Grade  Top  of  Well     /£>.*** 
Readings  taken  over  period  f r om L/s/jt  to W'?/s ?  an d  from 3/7/ y  do  date 
First  reading  taken <*/j~/<3  £> Water  at  Grade     3-*~3 


Latest  reading  taken_ 


n/c/wo 


Water  at  Grade     V.V7 

LOWEST  BEADING  OVER  ENTIRE  PERIOD:  ///.Aif    Water  at   Grade     jlJ*  4 
dIGHEST  READING  OVuR  ENTIRE  PERIOD  Wl//j/vo  Water  at   Grade      7.6  7 


Data  Transcribed  By_ 


&-F. 


Checked  By_ 


A.M. 


Remarks: 


13  ••'  sand   &  gravel 

13' -6"    clay' 

3   lengths   of -pipe 


Note:      See  explanatory  notes  on 
first  pate  of  this  Book 


Date   of  i\eT>OTt///sr/va 
Approved  By    I   .  B. 


. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:  W  side  of  Plympton  St.  86'  S  of  Harrison   Station 

Ave.       w°«   8-58 


Sketch  Drawn  Bil^>J  2  Checked  By      E  H. Scale  /^f^/=- 


Well  Installed     ,r/ 7 fj(e  Depth 


Grade   Top  of  Well/£,  ?Vf 


Readings  taken  over  period  from £/,r/76 to y// 7/39  and  fromj/^y/y^to  date 


First  reading  taken C  /  6  /*<? 

Latest  reading   taken 


Water  at  Grade       9.-2- fr 


7/  trjyo 


_Water  at   Grade  PJg^^^d 


LOWEST  READING  OVER  ENTIRE  PERIOD ',/o/j  7/3  fr  Water  at  Grade      9.^0 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  9//S/3  7  Water  at   Grade  /tf,  V/ 


Data  Transcribed  By- 


Checked  By_ 


AJ^L 


Remarks : 


Note:      See  explanatory  notes  on 
first   page   of   this  Book 


Date   of  Report  7/f/VO 
Approved  By  /    .  Ft. 


REPORT  ON  GROL 

;reet  100'  N  of 
Wareham  Street 


Location:   W  aide  of  Albany  Street  100'  N  of        Station 

No-    8-59 


H 

I 


V, 


\oo' 


H 


ALBAW 


ST 


Sketch   i:rawn  By  J/d.m^c. Checked  /^  /-/, 


Scale   V\ 


or\Q 


ell    installed    /  t>/Zo/3£  Depth 


Grade  Top  of  ell  /!./<?</* 


Readings  taken  over   period  from/j^/s^  to  /A#£f  and   f  r  oiii 3/ 7/^ot o   date 
First  reading  taken // /9/3C ""ater  at  Grade      /-£  55 


Latest  reading  taken 


tl/(,/VQ 


ater  at  Grade       *?./ 0 


L0-.ii.ST  REaDING  OYER  ENTIRE   . ER10D :a.//.r/<3 7     -r.ter  at  Grade       7.^^ 
::IGEEST  READING  OVER  ENTIRE  I  Ej  I0D  :3/7/V0  T.'ater  at  Grade  /J.J~/ 


Data  Transcribed  By 


&«F. 


Checked  By 


A.M. 


Remarks 


2'    cinders 
2 '-7'    gravel 
7 '-10'    mud 
10 '-lb1    sand   U  gravel 


Note:      See   explanatory  notes  on 
first  page   of  this     00k 


Date  of  report////.  /VQ 
Approved  By     l_.Fi, 


REPORT  OA  GROLi  tfER  LEVEL  STATION 


Location:      S   aide  of  E.   Canton  St.    E  of  #79  Canton     station 

Street  o.         8-60 


t 

3 


L.CANTON 


ST 


79 


Sketch  Drawn  By,U.^c.  Checked  By      F.  H. Scale  YAov^g 

ell   Installed    /d/^o/^C  Depth      '*~'  Grade   Top  of     ell     /  ?-  3  7/ 

Readings   taken  over  period  fro   A^z/»£to^o>/.y»  and  from>«H-/^tc   date 

First  reading  taken /<)f**/3C .ater  at  Grade        ?. .£ a 

Water   at   Grade        /:J~V 


Latest  reading  taken. 


n/tf/vo 


L     BST  READING  OVER  ENTIRE  PERIOD:  L/tf/<3  7   Water  at   Grade     ^.7^ 
HIGHEST  RE  DING  OVER   ENTIRE  PERIOD  \/o/zs/37     ater   at   Grade,    ^  F7 


Data  Transcribed  By_ 


£-F. 


Checked  By_ 


A,M. 


Remarks 


9'    water  level 

sand   &  gravel  fill 


Note:      See   explanatory  notes  on 
first  page  of  this  Book 


Date  of  Keport.///6  /Vfl 
approved  By    /   .  Pi , 


REl'ORT   OK   GRC  TEL   STATION 

Location:         W   side  of   James   St.    145»    o    „r   v 

Newton  St. 


Station 
No.    8-61 


J/\W^S 


ST. 


Sketch  Bravrn  ByQ.o.yvbc.  Checked  By      E \-\. 


z 
z 

ui 


icale    None 


Well   Installed    /*//?/ jj  Depth      /A  'A'     Grade  Top  of     ell     /C.9JLS 
Readings   taken  Over  period  from  '*/*?/?£ to  y/o/s »and  fromJ/^to   date 

First  reading  taken ">/x?/3  £ Water  at  Grade     /p-s^a 

Latest  re    ding  taken / //  7  /Vfl ..ater  at   Grade    /  p.S<? 

LO-.^ST  READING  OVEh   ENTIRE    -       ..  JZ  \  9// &/ y 0      ater   at  Grade     9.  0  0 


iilGI-ItST  READING  OYER  ENTIRE     -,\.hJV\A//o/3tf  '.ater   at  Grade  /y.y*^ 


Data  Transcribed   By 


j^ 


Checked  By 


AH 


Remarks 


5^'water  Level    sand   c   gravel   fill 


Note:      See  e-  placatory  notes  on 
first   page   of   this  ]-oofa 


Date   of  Report/// 7//^ 
Approved  By     /    , /9, 


E  ORT  C  STATION 

Location:   E  side  of  Stoughton  Street  5*  from      Station 

E  curb  No.     8-t>2 


U 


■s'-A 


5T0UGHT0N 


ST. 


i 


sketch  Brawn  By^.Q.y\^c.         Checker      y       /^  /-/, 


Scale  Hor\& 


ell   installed    /'//fXfC     Depth       /:?' 


Grade   Top  of     ell     /d-  O  6~P 


Readings  taken  over    oeriod  from ^y*^ ^t o//'t/jy  an d  f  ro?  ^/fyy  to   date 
rst  reading  taken /o/sj/'j  t Water  at  Grade 


Latest  reading  taken 


II 


U. 


ater  at   Grace      £.  f  ^ 


LP.  LST  READING  OVER    .NTIRE     UUCP \3/3^/3%      ater  at   Grade    £.  #  ^ 
t  READING  OVER  ENTIRE      _,  iuD:/^zz6^_  ater  at  Grade    7.  ?P 


Data  Transcribed   I  y_ 


&.F. 


Checked 


AM. 


Remarks : 


9'    water   is  vol    sand   &  gravel  fill 


Note:      See  explanatory  notes   on 
First  page  of  t  .is  Book 


ate   of  Repprt///7/y# 
Approved  By    l_.  B. 


■ 


REPORT   ON   GROUI.D    RATER    LEViL  STATION 


Location:  E  side   of  Mass.   Ave.,    in  front  of  #728, 

295'    S  of  Harrison  Avenue 


My<3» 

-o- 


-2*5 


h-ar 


HAS5. 


Station 
No.       8-63 


AW. 


& 

Sketch  Drawn  By J.^M^c         Checked  3y      ft  /-/, Scale  None 

7/ell  Installed  '*/'fftL     Depth  /zftJ        Grade  Top  of  V.ell      /3^  (*  3?- 
Readings   taken  over  period  from/</z7/?cto  7cA*/jy&&&  froirL^y/^yto  date 

First  reading     taken / 6/17/^(0 V,ater  at  Grade      +/■>  7/ 

Latest  reading  taken /// 7 /  VO Water  at  Grade    V, S~S~ 

LOWEST  READING  OVER  ENTIRE  PE RIOD :3/jlW3 7    Water   at    Grade   J.Y6 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  7/^3^38  Water   at    Grade    C.  fd 


Data  Transcribed  By 


Z.f. 


Checked  By 


AXL 


Remarks 


l»-12i'    gravel   filling  and   old  building 

material 
11'    water 

I2i»    to   17-g-'    gravel   &  sand 
17i'    drove   perforated 


Note:      See  explanatory  notes  on 
first   page   of  this   Book 


Date  of  ^er>ort///7/V<3 
Approved  By    I  _.B. 


REPORT  ON   GROUND   SATEB   LEVEL   STATION 


Location:        8   aide   of  Norfolk  Ave.    5f    W  of   Proctor 

Street 


Station 
No.      8-68 


cc 

o 
o 
oc 

a 


NORFOL.W 


AVE. 


Sketch  Drawn  3vAp.tA%c.  Checked  By     ft  /■/, Scale  ^lQne 

v.ell   installed    ^^    Depth                      Grade  Top  of  Kfl.1    /<P-    '7* 
Readings  taken  over  period  frorn^^toi^^and  from  ffrfr, to   date 
First  reading  taken /^7/><T Water   at   Grade     //,Jt  ,. 


////^-/Vfl 


_Water  at   Grade     f.  ^  V 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD:/^  f/l  7    Viater  at   Grade     ff^i" 
HIGHEST  READING  OVER  ENTffiE  PERIOD:^//  7/31    V.ater  at   Grade  /ft  J/ 


Data  Transcribed  By_ 


AA 


Checked  By_ 


A.M. 


Remarks : 


surface      o   7' -6"    sand   <k  gravel 
7»-6n    to   12»-6"    ailty   sand   and   a    little   clay 
12' -6"    to   17' -6"    sandy   clay,    no  water 


Note:      See   explanatory  notes  on 
first  page  of  this   Book 


Date   of   Report  ////jl/Vo 
Approved  Bv   /    .  R, 


. 


REPORT  ON    GROUND  7,  ATER  LEVEL  STATION 

Location:        S   side   of  Burrell   St.   25'    E  of  Station 

Batchelder  Street  No#       8~'a 


BUKBOA.  5T 


25" 


'— I 


K 

UJ 
D 

d 

r 
u 

cQ 

Sketch  Drawn  By^.o.Mic.  One  eked  By       f~H, Scale  ^pne 

Well   Ins t al led     / •/**/* C  Pep  th       '*~l  *>  " Grade  Top  of  Well /  £  Q/^ 

Readings     taken  over  period  f rora^/^^c to^^/g^nd  from ^44,to  date 

First  reading  taken ,o/j.y/jt Water  at  Grade f   £ ? 

Latest  reading  taken /  n  /J.  f/vt)  Water    at  Grade  p  p>  y 

LOWEST  READING  OVER  ENTIRE  PERIOD :  S/SUZ    Water    at    Grade    7<  7  7 

HIGHEST  READING  OVER  ENTIRE  PERIOD  tV/WVa  Water    at    Grade/,  ?,  f? — 

Data  Transcribed  By Erf. Checked  By ^JV]_. 


Rema  rks : 

surface    to   7'-b"    sand   &.  gravel 
7 '-6"    to    12 » -6"    black  aand   h  grit   and 
1'    of  water 
12'-o"    to   lV-o"    silty   sand   and   5'    of  wate 
ll'-6n   water  level 

Note:      See  explanatory  notes  on  Date   of    Report/ o/lf/yo 

first  page   of   this  Book  ,      ,-, 

Approved  qv  /    ..H. 


. 


REPORT  ON   GROUND  V.  ATER  LEVEL    STATION 

Location:      W  side   of  E.   Dedham  St.   15' -6"   S  of 

Andrews   St. 


Station 
No.      8-72 


E..DLOYAAH 


|^3'fe^| 


5T. 


a 


% 


Sketch  Drawn  ByJ,o,tA<=c.  Checked  By      F.  hi. Scale  \^o>r>e 


Well  Installed   T^/^Depth 


Grade  Top  of  V.'ell     /?,  7Q7 

Readings   taken  over  period  from  7/^^./to*>^.^yand  from^j^Wbo  date 
First  reading  taken 7/-*//V.P .ater   at  Grade       3~.  7/ 


Latest   reading  taken 


ll/l/W 


JVater  at  Grade  ^i.j,  & 


LOWEST  READING  OVER  ENTIRE  PERIOD :X/^U\J*/D   Water  at  Grade    iL .9 f 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  7/2  9/3fr  ■  ater   at   Grade  S.  7  / 

Checked  By AM  - 


Data  Transcribed  By 


&£, 


Remarks : 


15'  sand  and  gravel 
found  water  at  15' 


Note:  See  explanatory  notes  on 
first  page  cjf  this  Book 


Date  of  Report/// (,/VO 
Approved  By  /_,/?. 


REPORT  ON  GROUND  WATER  LW^L   STATION 

Location:   N  aide  of  Albany  St.,  266'  K   of  Mass.  Ave.  Station 
No.    8-75 


2 


H 


S.S7' 


A\_BA\nW 


ST. 


to 
< 


]£ 


*  7.5-4 


Sketch  Drawn  By  jj.o.v\fc.c.  Checked   By       /~,  /-/, Scale  Tvjo-r->e 

Well   Installed  3/j.f/*y    Depth    ^-^ Grade   Top   of  ffell    /t.3*~(* 

Headings    taken   over  period   f  rom^yU.r  to  f//j/jj and   from  -j^r/ye  to   date 
First   reading  taken €ZJct/^^~ Water  at   Grade     /3.  of 


Latest    reading   taken_ 


7/VO 


_Water  at   Jrade      <?>9fr 


LOWEST  READING   OVER   ENTIRE   ,-Ju  1  OP  :///<£// 7  ^      Water  at   Grade      7.76 
HIGHEST  READING   OVER   ENTIRE   r  SRI  OP :  f/j._T/3g'  Water  at   Grade  /J.OC 


Data    Transcribed   By 


J5.F. 


_Checked  By 


AtL 


Remarks : 


10'    fill,   waste 

10'-25»    sand   clay 

slow   well    because  of  heavy  clay 


.Note:      See    explanatory  notes    on 
first   page   of    this   Book 


Date    of   Heport 


UJte- 


Aporfcved   By       /  _  ,P), 


Location: 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

N  side  of  Chadwick  St.,  in  front  of       Station 
£21  Chadwick  Street  8'  S  of  Carlow  Street    No.  8-76 


*e.\  <] 


£ 


o 

J 

i 


p 

uJ 

uJ 
O 
uJ 

-J 


ST 


Sketch  Drawn  Bvlawfec.  Checked  By       /f /7, Scale   M<?ne 


Well   Installed    ^//^  Depth 


Grade  Top  of  Wei  1__/Z£_££- 


Readings  taken  over   period  f rom^Wvto 4^?and  fron^^to  date 


First  reading  taken_ 


7/^o/^r 


Water  at   Grade      q,3^ 


x/v^ ^ater   at   Grade    ^r.Vf 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD:  7/ 3p/3K     Water   at  Grade  Sx  J  Q 
HIGHEST  READING  OVER  ENTIRE  RRIOD:V^j/v^  Water   at   Grade    £ ,  £  / 


Data  Transcribed  By_ 


*.P 


Checked  By_ 


AM- 


Remarks: 


9'    light  yellow  clay 
slow  well 


Note:     See  explanatory  notes  on 
first  page  of  this   Book 


Date  of   Report / 1 //3l/W0. 
Approved  3y     /    .  R>. .  _ 


REPORT  ON  GROUTD  WATER  LEVEL  STATION 

Location:  E  side  of  Hampden  St.  26'  S  of  Norfolk 

Avenue 


Stat  ion 
No.  8-77 


Sketch  Drawn  Byq.p.tv.c 


Checked  By- 


Well   Installed   -3/**/sr    Depth 


Scale  YAooe 


.Grade  Top  of  Well      /?  5  7* 


Readings  taken  over  period  from .^a/jyto4^*/yyand  from4^y>^to  date 
First  reading  taken ^/^^r Water  at  Grade       /ttP 


Latest  reading  taken 


y/j^/yo 


Jffater  at  Grade     ,57,  ?J 


LOWEST  READING  OVER  ENTIRE  PERIOD : ////x/VQ  V-1  ater  at   Grade    S.3S 


/  '  "  / 


HIGHEST  READING  OVER  ENTIRE  PERIOD:  S//x/3^  V.ater  at   Grade  /  C.  Vtf 
Data  Transcribed  By £P Checked  By A.M< 


Remarks: 


8'    Mght  yellow  clay 
alow  well 


Note:      See   explanatory  notes  on 
first  pare  of  this  Book 


Date   of  Re-port////x/V^ 
Approved  By  /   ,  Q, 


- 


REPORT  ON  GROUND   SATER   LEVEL  bT.-T10N 


Location: 


W  side  of  Gerard  St.  opp.  Allerton  St.     Station 
about  25'  N  of  Building  Line  of  Allerton  St.  No«   8"79 


1 


1 


Sketch  Drawn  3v.\^w^c.  Checked  By       /f/V. Scale    YVo^e 

'..ell   Tr,et.anftfl_   ^/^j^Denth         /*'       Grade  Top  of  Well     /*>.f**" 

Readings  taken  over  period  from  ^z/sfto  Y*s/jf an&   fi-om^^o  date 

First  reading  tnken  ^7>V>^ .Water  at   Grade 2^££L 

Latest  reading  taken  ////J/VS Water  at  Grade Z%£— 

L07.-EST  READING  OVER  ENTIRE  PERIOD ://  7/ J 9     Water  at   Grade      f  „  ?  (. 

HIGHEST  READING  OVER  ENTIRE  PERIOD  ;jL//7/jf   Water   at  Grade  //.  f/ 

Data  Transcribed  By  ^-F. Checked  By tJAi 


Remarks: 


8'    Pill 

Water  about  6' 

Hard    sand    12* 


Note:     See  explanatory  notes  on 
first  page  of   this  Book 


Date   of   Report ////?/Vfl 
Approved  Bv    /_./3/ 


REPORT  ON    GROUND  v,  ATER   LEVj-E   STATION 

location-     VW   side   of  Kemble  St.    160'    N  of  Magazine  St  .Station 

.lo  a.  No.      8-80 


te 


(9 

5 


v_ 


MACrATLWML  ST. 

Sketch  Drawn  Bv.iw,c.  Checked  3y £J± Scalej^oQg 

Well  Totalled  >3/^/#/Depth_A^ Grade  Top  of  Well    #.*>*?. 

Readings  taken  over  period  from^^gtoMf/^  and  f  rom#fr/k*  *>  date 
First  reading  taken__4^^£l Water  at  Grade      />-U 


Latest  reading  taken. 


/(//j/</° 


.vater  at  Grade      9.fZ> 


LP „ EST  READING  OVER  ENTIRE  PERIOD  :/*//<> /va    "ater  at  Grade      fr/^, 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  y/z-T/VO  Water  at  Grade//.  ^J? 

Data  Transcribed  By  B-F. Checked  By AJ± 


Remarks : 


4*   loose   fill 

4' -15'   yellow  clay,   extremely  heavy  driving 


Note:     See  explanatory  notes  on 
first  page  of    this   Book 


Date   of  Report////.  9 /Vfl 
Approved  Bv     /  ir/?, 


. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 
.Location:   N  aid  a  of  Magazine  St.  5'  W  of  Farnham  St.  Station  0.0-1 


t*\agaz\ne: 


ST. 


Sketch  Drawn  By  jd.^c. Checked   By      /T/7, Scale     None 

Well    Installed Depth       /f  Grade   Top   of   .Veil   /?  S^O 

Readings    taken   over   period   f r oa^f//3f  t o VAfb?* nd   from_£££££_to  date 

First   reading   taken js/j//^f Water  at   Grade      /^sj^ 

Latest   reading   taken 1 1 1/3  /  ¥6 Water  at   Grade  /A..QI 


LOWEST   READING  OVER  ENTIRE  t i&tl QD : / 0/3 O/VO  Water  at   Grade  //.SI 
HIGHEST   RIDING   OVER  ENTIRE  PERIOD:  y/j. $/yo  Water  at   Grade  /W.Ol 

Data   Transcribed   By       &.F.         Checked   By A.M. 


Remarks : 


7'    fill,    gravel 
7f-15f    clay  and  sand 


Note:      See   explanatory  notes    on 
first   page   of    this   book 


Date    of   Report ////jyVl 
Hpprovea   by    /..  .R, 


REPORT  ON  GROUND  Y/ATER  LEVEL  STATION 

Location:   S  side  of  Norfolk  Ave.,  170'  B  of 
Shirley  Street 


Station 
No .      8-82 


Sketch  Drawn  Bv.\.p.WrC.  Checked  By      R  H.  Scale  V^ooye 

Well   Installed  3//y/sy    Depth      /f        C-rade  Top  of    -ell     /*'    ?£>  f 

Readings  taken  over  period  fgaMff£<&rto /&*/*?&&  tTonytf/fd  to  date 

First  reading   taken 7/* s'/sj* Water  at   Grade 7,  '</ 


Latest  reading   taken_ 


////JL/VC 


_Water  at   Grade    n  R  y 


LOWEST  READING  OVER  ENTIRE  PERIOD  :/o//aO?    Water  at  Grade    (,.36' 
HIGHEST  READING  OVER  ENTIRE  PERIOD  :<//Zl/V0  i.ater  at  Grade  ,  f \  J  0 


Data  Transcribed  By_ 


&  F. 


Checked  By 


.AM- 


Remarks: 


8'   loose   gruvel  fill 
S'-IS1    sand  and  clay 


Note:      See  explanatory  notes  on 
first  page  of   this   Book 


Date  of   Report ////jJVO 
Approved  By    /      R, 


I 


REPORT  ON  GROUND  YiATsR    LEVEL    STATION 


Location:       W  side   of  Robey  St.    in  front   of  #41-43 
Robey  Street 


Station 
No .    8-83 


o 


A 


H  7 
o    o 


Is 


at     lJ 

O 
DC 


e.  cottage: 


STREtT 


Sketch  Drawn  Bv.\^twcc.  Checked  By       FH. Scale    ^on& 


Well   Installed 


Depth 


/■s-'      Grade  Top  of  V.ell     /?■  ***• 
Readings  taken  over  period  from^i^^to^^Zand  fronufr*r/X»to  date 

First  reading  taken %^2££. v,ater  at  Grade / *•  & 

Latest  reading  taken 1 1 /  /  zJyo "'ater   at  Grade    /fl,f/ 

LOWEST  READING  OVER  ENTIRE  PER IOD \/J./l  7/?f  "-"■  ater   at  Grade gj££ — 

HIGHEST  READING  OVER  ENTIRE  P ERI OP  : Y/Z  Jl/YO  ^ at er   at   Grade  / /,  Jf — 


Data  Transcribed  By 


Jk£, 


Checked  By_ 


A.M. 


Remarks : 


10'    fill,    rravel,    some    clay 
lO'-lS1    clay  and   sand 


Note:      See   explanatory   notes  on 
first  page  of   this  Book 


Date   of  Report//// .A- /Vfl 
Approved  By    /  _.P>. 


. 


REPORT   ON   'JROUND  WATER   LEVEL  STATION 

Location:      N  aide   of   Southampton  St.   60'  Station 

W  of  Burnham  Street  No.      8-84 


SOUTHAMPTON  5T. 


f 

r 
z 
a: 

Cf) 


Sketch  -^rawn  By^p.y^^c.  Cheeked   By        f\  /-/. ^cale     Uov-\e 

Well   Installed    <y&/3f    Depth      .aV  Jrade   Top  of  Well      {7jP£jT^ 

Readings    taken  over  period  f ronJ/si/j f  to tftj/jf  and   Svom-j/y/jCato  date 

First   reading   taken ^//a/Jf Water  at   Jrade      /^-  7X 

■^test   reading   taken ////*/ /VO Vilater  at   Jrade      /^.O  L 

LOW ^ST  REiiDINJ  OVER  ENTIRE  PERIOD;  f // ?A/4    Water  at   Jrade     S.3  I 
HIJHEST   KE^DINJ   OVER   ENTIRE  PERIOD  \aj/{>lyt>  Water   at   -Tade  /  JL.  7^ 

Data   Transcriped   By & .£ Checked   By A.M. 


Remarks : 


ll1    fill,    sand  and  gravel 
11' -20'    sand,    some    clay 


Note:      See   explanatory  notes   on  Dfete   of  Report//// V/VO 

first   page   of   this    Book  n 

Approved   By     /_  Jj, 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:      N  aide   of  Southampton  St.    100'    E  of  Station 

Moore   Street  No.     8-85 


/OO' 


SOUTHAMPTON  5T. 


Sketch  Drawn  By  A.n.wvsc.       Checked  Bv      R  H.  Scale  Hone 

Well  Installed  3/*/frf/     Depth      /J"        Grade  Top  of  Well     17.  f33 
Readings  taken  over  period  f  rom  S/7/3 r to  fyf/J? and  from^/^/^to  date 

First  reading  taken J/7/sr Water  at  Grade — <£~f* 

Latest  reading  *»*""  ////v/V/9  Water   at    Grade    yt33 

LOWEST  READING  OVER  ENTIRE  PERIOD  \/o//o/tfO  Water   at    Grade  j/t  O  ? 

HIGHEST  READING  OVER  ENTIRE  PERIOD:// 7/?9    Water    at   Grade  ^",7^ 

Data  Transcribed  By         fl-^ Checked  By AHi 


Remarks: 


9'    fill,    sand   and   gravel    (very  compact) 
9'-15'    sand 


Note:      See  explanatory  notes  on  Date   of  Report ////^//£ 

first  page  of  this  Book  ,       q 

Approved  ^v    /._  .  r?, 


. 


REPORT  ON   GROUND  WATER  LEVEL    STATION 

Location:        N  side   of  Magazine   St.   134'    W  of  Station 
Massachusetts  Ave.  No.      8*»86 


|«—  \3A' 


rAH&PO-XWL  5T. 


Sketch  Drawn  By  J.o*\c-C.         Checked  By     F  H. Scale  None 


Well  Installed   y/'t,/3Jr  Depth        f£l_       Grade   Top  of  Well       II.  J / O 
Readings  taken  over  period  fro m ty%>Ug to  'rf/'rfl'r and  from^/frVy'dto  date 

First  reading  taken ty^o /3P .Water  at  Grade      7- ?3 

Latest  reading,  taken ////j/Vfl Water  at   Grade     f.Vf 

LOWEST  READING  OVER  ENTIRE  PERIOD:  6/jiohf    Water  at   Grade     7.  Jr. 3 
HIGHEST   READING  OVER  ENTIRE  IE  R IOD  :  7/jl  9/j8  Water   at    Grade  /^,  5^ 

Data  Transcribed  By         g-f. Checked  By A.M. 


Remarks: 


down  to  61  sand  and  clay  then  a  very 
light  clay 


Note:  See  explanatory  notes  on  Date  of  Re~ort////3/y<) 

first  page  of  this  Book  ,      0 

Approved  By  I^.JS, 


REPORT  OK  GROUND    ..ATER  LEVEL   ST  ATI 

Location:     N  side   of   Island  St.   175'  W  of  Gerard  St.      Station 

No.         8-G7 


o    I 
0    I 


r- 


17  £- 


<0 


h^H 


\SU\ND 


ST. 


i 


Sketch  Drawn  Bvdo.wc.  Checked  By       ff  /-/, Scale    ^ooe 


#fc/j* 


Depth_ 


AT' 


Grade  Top 


Well  Installed_ 

Readings  taken  over  period  from  </?£?  toj^Land. 

First  reading  taken y/5^ ater 

Latest  reading  taken /f//.l/VO Water 

L0,;^ST  READING  OYER  ENTIRE   PERIOD  WD  A  7  o/^0  '■■  ater 
HIGHEST  READING  OYER  ENTIRE  xERlOE:  f/a. ?l%  fr  •  ater 


Data  Transcribed  By_ 


E£_ 


Checked  By_ 


of  Well     /f'Pf*' 
frora-j/zj/ydbo    date 
at   Grade      fr.3f 
at   Grade     7  frO 
at   Grade    Z// 
at  Grade  .£t,7/3 

A.M. 


Remarks : 


9'    fill 

9'-15'    sand   and   clay 

water  about   5' 


Note:      See   explanatory  notes  on 
first  page   of    this  Book 


Date   of   Report ////j/yo 

Approved  By_ 


REPORT   ON   GROUND    WATER   LEVEL    STATION 

Locations        N  aide  of  Alther  St.   79'    E  of  Hampden  St.      Station 

No .      8-88 


£ 


w 


s  s    ,    *    .    .    *   *    ,  * 


ALTHW 


79' 


ST. 


z 

uJ 
D 

I 


Sketch  Drawn  iiy  j.q.^.c.  Checked  3y     /T  /-/, Scale  Wa^e 

Well   Installed  ft**/*?  Depth      /^"'         Grade  Top  of   -ell     /Cf-QL 
Readings  taken  over  period  f  romy^y^to.?/^?  and  from  X^^to  date 
First  reading  taken 7/JQ/38' Water  at  Grade        f- 6"/ 


Latest  reading  taken ////j/W Water  at   Grade ft,?? 

LP..  EST  READING  OVER  ENTIRE  P  SRI  OP  ;  rA  7/Vfl    'ater  at   Grade     9.3  I 
HIGHEST  READING  OVER  ENTIRE  PER IQD  v3/± 9/.1  f  Water   at    Grade  /  0.3  I 

Data  Transcribed  By &P< Checked  By ^.M. 


Remarks: 


8'    gravel   fill 

8' -15'    sand,    some   clay 

water  auout   8' 


Note:      See   explanatory  notes  on 
first  page  of   this  Eook 


Date   of   Re"ort////j/y^? 
Approved  By   /    ./?, 


REPORT  ON  GROUND  WATER  LEVEL  STATIOI, 

Location:   W  side  of  Hampden  St.  105'  S  of  Albany   Station 

Street  No.      8-89 


ALBANY 


Sketch  Drawn  By  J.t>.t*y-.c.  Checked  By      F.  H- Scale   Hone 

Well   Installed   *r/*-'/jy  Depth     /7-£  "  Grade  Top  of  Well       /?<•  T^^C 
Readings  taken  over  period  f  rom  J&i/3£'  to  3//s/*t  an  d  from  #4/y«to  date 
First  reading  taken 7/3  0/af Water  at  Grade      S~\  3  7 


Latest  reading  taken_ 


/(//j/yo 


_Water   at  Grade    ^3  9 


LOV.EST  READING  OVER  ENTIRE  PERIOD  :/a/«2A/yfl  '.ater   at   Grade  KfjJ 0 
HIGHEST  READING  OVER  ENTIRE  PERIOD '.S~/as~/V0  V.ater  at  Grade  /eM7 

Data  Transcribed  By  Q. F. Checked  By A.M  ■ 


Remarks: 


9'    fill,   gravel 

9'-17l-6"    coarse   sana,    compactly  packed 


Note:      See   explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report  I  ll/S/VO 
Approved  By  /_  ,  D, 


REPORT   ON   GROUND  WATER   LEVEL   STATION 

Location:      E.  aide   of  Yeoman  St.    180'    S   of  Chadwick  St.    Station 

No.      3-90 


180' 


YEOMAN 


ST. 


5 
I 


o 


_C  he  eked  By       F.  H . 


Scale 


.Sketch  Drawn  3y 

Well   Installed    ¥/<*! /j#    Depth        //"'  Grade  Top  of  Well        /&»?*/ 


Readings    taken  over  period   f rom l/sofa tloJ/*-?/*?  and  froxaJ//J/^^to  dat 


First   reading    taken_ 


Latest   reading   taken / / / /  JL  /a/0 


Wa  ter  a  t   Grade /0,3^ 

Water  at   Grade 


?.?7 


LOWEST   READING  OVER   ENTIRE  PERIOD i/Q//o/yo     Water   at   Grade     9.S,f 
HIGHEST   READING  OVER  ENTIRE  PERIOD:, 3 //F/jf    Water  at   Grade/<7.^£ 

Data   Transcribed  By fi-F- Checked  By   T        A.M  . 


Remarks  : 


6'    gravel   fill 

6'-15'    clay,    some    sand 

slow  well 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report////.2./ya 
Approved  By  L..3, 


Location: 


REPORT   ON    GROUND  V,  ATER  LEVEL   STATION 

N   side   of  Harrison  Ave   145 »    E  of   E.   Lenox 

Street 


Station 

No .       8-91 


\+6' 


HARR\50N 


AVL 


o 

s 


Sketch  Drawn  BvA.^c.  Checked  By      F,  H, Scale  Hon^ 

Well  Installed^£^£_Depth_Z£: Grade  Top  of  Well    /7.*Ar. 

Readings  taken  over  period  from^^to^^and  ftom^±-to   date 
First  reading  7**** Water  at  Grade__^^_ 

/ / / -7 / l/a                   Water  at  Grade    7,.  7  7 
Latest  reading  taken ///  7/  VQ ■ "tt"0i 

LOWEST  READING  OVER  ENTIRE  PERIOD  Wo/A-l/fQ  Water   at  Grade,  ^,?  f 

HIGHEST  READING  OVER  ENTIRE  PERIOD:  7/  ?q/jf  Water  at  Grade    %  £  2^ 

Data  Transcribed  Bv  ££ Checked  By &£L 


Remarks : 


6'    sand   and   gravel 
6 '-10'    sand   and   clay 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Ttenort///7/Vl 
Approved  By  /    ,/?, 


. 


' 


REPORT    ON   JROUND   WAT£R   LEVEL    STATION 

Location:      V   side   of   E.   Concord   St.    180'    S   of  Station 

Harrison  Ave.  No.      8-92 


E.  CONCORD  ST. 
\80'      H 


Sketcn  Drawn  Byv).0-Mse.  Chocked  By      F  H, Scale  N  o  ne. 

Well   Installed Depth  '*~ Grade   Top  of  Well    /£.-*** 

Readings    taken  over  period   from^^A  to>^%^/and   from-£^^£to  date 

First  reading   taken 2/L^JT. Water  at  Grade     C  -/? 

Latest  reading   taken /  /  /  7  /  YP Water  at   Grade'rxf7// 

LOWEST  REhDING  OVER  ENTIRE  i> ERI OP :  &.//S/3 9  Water  at  Grade  V,  ?  f 
HIGHEST  READING  OVER  ENTIRE  PERIOD  :////Z/y/)  Water  at  Grade  £tj~y 
Data    Transcribed   By &B- Checked  By AM , 


Remarks 


Water  at   10' 

land   filled   with   gravel   and   building  materia 


Note:      See   explanatory   notes   on  Date   of  Report/// 7 /YO 

first   pa^e   of    this   Book  .      '„ 

approved   By  /    ,/j. 


Location : 


LEPORT  ON  GROUND  WATER  LEVEL  STATION 

N  side  of  E.  Newton  St.  7'  W  of 
entrance  to  #74 


Station 

No .       8-93 


^1 


*  o1  *-l\*. 
|    to  "74 


Is-   4o'  -b| 


E..NLWTON 


ST 


Sketch  Drawn  By  O.p.yn.c 


Checked   By       /T  //,  Scale  None 


V»ell   Installed    ¥-/j.o/jf  Depth /^~X       irade   Top   of  Well      /?-  ^^J 

Readings    taken   over   perioa   from  l/zp/jf  to^^/and    iromv^^Wto   date 

First   reading   taken 7/ir^r n.ater  at    Jrade 1u?2L 

Latest   reading   taKen / / / 6,  /y# Viiater  at   Jraae    7.7  9 


LOWEST   riEADINJ   OVER   ENTIRE   PERIOD  Wd/jr/j  $     Water   at   Grade   <£.<£  4/ 
HIGHEST  READING   OVER  ENTIRE  PERIOD;  *///{,/ yo    Water  at  Grade  ^  zf 


Data   Transcribed   Ey 


fiJL. 


Checked   By 


A&L. 


xiemarks  : 


l'-12»    gravel  fill 
12'-15»    soft    blue   clay 
V.ater  at   9' -6" 


Note:      See   explanatory  notes    on 
first   page   of   this    Book 


Date   of  Report ///£  /WO 
Approved   By     /    ^f). 


. 


REPORT  ON  JROUND  WATER  LEVEL  STATIOH 

Location:   N  side  of  James  St.  104'  W  of  E. 

Brookline  St.  directlmy  across  the  St. 
from  ffi>   James  St. 


Station 
No.  8-94 


H 

CO 


JAMAIS 


ST. 


<t  OF  fc.*VT  Vo  +S 


Sketch  Drawn  By.j.cnA*o.    Checked  By  F.H. 


5! 

O 

i 

UJ 


Scale    Norvg 


i.ell   Installed    ^/^/^     Depth    /S*  Jrade   Top  of  Well    //-£ff3 

Readings    taken  over  period  f r om 7/js/ff to///p/jf  ana   iromvf^^tfto  date 
First   reading   taken 7/B&/jf_ Water  at   3rade__£1^y_ 

Latest   reading   taken^ 


/(/6/YQ 


_Water  at   Jradep/uGGED 


LOWEST  READING  OVER   ENTIRE  PERIOD:  1r//jr/V0  Water  at   Jrade    £.VJ 
HIGHEST  REaDIivJ  OVER  ENTIRE  PERIOD:  xf/fh'l   Water  at   Grade  /Q,Q  *•/ 


Data    Transcribed   By_ 


Jhf- 


Checked   By_ 


A.M. 


itema  teks  : 


1«-15»    gravel   fill 
water  at  8' 


Note:      See    explanatory  notes    on 
first   page   of   this   Book 


Date   of   Report///^  /VO 
Approved   By    L..JR, 


REPORT   ON    JROoND  WATEri   LEVEL   STATION 

Location:       S   side   of  E.   Canton  St.,    100'    E  of 

Harrison  Ave. 


Station 

No .        8-95 


2 


E.CANTON 


ST. 


.Sketch  ^rawn  ByJ.  p. k^c-  Checked   By       F.  H . Scale   YAor^e. 


Well  Installed    fy6fo/jj>  Depth 


rrade  Top  of  Well       /  £  ■  o  g 


rteadings    taken  over   period   i r om T/zttfgJfi orf/sp/ty a nd   ironJ-^^o   date 
First   reading   taken 7  2i'/jf// ixater  at   grade      Io3~0 


Latest   reading   taken 


///^/Vf 


_Water  at   5rade     ^,7/ 


LOwEST  READING  OVER  ENTIRE  iJEitI0D:/^/j/y7>     Water  at   Jrade     ^.JJ 
HIGHEST   READING   OVER   ENTIRE   PERIOD  i^f/J?   Water  at   Jrade     7  J>  d 


Data   iranscriDed   3y 


S.F 


_Checked   By_ 


A.M 


Remarks : 


15'    sand   and   gravel 


Note:      See   explanatory  notes   on 
first   page   of   this   Book 


Date   of  Report///^ /Vfl 
Approved   By     /  ,B. 


- 


REPORT  ON   GROUliD  WATER  LEVEL  STATION 
Location:        NW  aide   of  Wareham  St.    in  front  of  #44 


Stat  ion 
No.      8-96 


WAR£.r\AM 


ST. 


Sketch  Drawn  By  j.o.t^c.  Checked  By      F  H. Scale  \^nnf 


Well   Installed 


Depth 


_Grade  Top  of  7. ell      /^^J" 


Readings  taken  over  period  f rom/^//^y to^/^and  froq^Vfroto   date 

First  reading  taken        £%2£ZkjL :'ater   at  Grade /a, J D 

Latest  reading  taken  ///C/Vo Water  at   Grade    /.//J 

LOWEST  READING  OVER  ENTIRE  PERIOD ; /n/£l/¥0  ■■  ater   at   Grade     JtJ  q 

HIGHEST  READING  OVER  ENTIRE  PE R IOD : y/ V/i 9    W ater  at   Grade/  <yX 

Data  Transcribed  By  B,  P. Check©  d  By £J^ _ 


Remarks: 


Note 


See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Re  port  ///(,/VQ 
Approved  By   /   .R, 


.  .  . 


REPORT  ON    GROUND  '.-ATER   LEVEL  STATION 

Location:        s   side   of  Maiden  Street,    225'    E  of 
Junction  of  Maiden  and  Wareham  Streets 


Station 
No.     8-97 


#114- 


MAV-D^N 


ST. 


4-6 


Sketch  Drawn  By  J.p.kvsc.         Checked  By      F.  H. 


_S c ale    ^one 


/- 


Grade  Top  of  Well     /f.  *  7 


Well  Installed  V//fj3?     Depth 

Readings  taken  over  period  f Tom?At/lf  Xo/^j/?? and  fro  y/^*  to  date 

First  reading  taken 1/j.r/jr .Water  at   Grade /A  .j£J 


uium 


_Water  at  Grade  //,£  V 


Latest  reading  taken 

LOWEST  READING  OYER  ENTIRL  PERIOD  :  7/j.  t/YO  Water  at  Grade  //  J  f 
HIGHEST  READING  OVER  ENTIRE  PERIOD  :  9/9/j?  'Vater   at   Grade/,  fl^Z-^ 


Data  Transcribed  By_ 


Q.P. 


_C  he  eked  By A.M 


Remarks : 


15*    sand   and   gravel 
found   5'    of  water 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report///£/V0 
Approved  Bv    /    .  R, 


REPORT   ON  GROUND  i.ATER  LEVEL  STATION 


Location:      S  aide   of  Sharon   Street,    16'    E  of 
Harrison  Avenue 


Station 
No .      8-99 


HARRISON 


AfcflL. 


)1 


H 

|«9         iO 


T 


Z 

o 

X 
J) 


Sketch  Drawn  BvJ.a.w^.  Checked  ^v       F.  H<  Scale  None 


Well  Installed  /°//3/st  Depth  ,_ Grade  Top 

Readings  taken  over  period  from/^/^i^to^^/^nd 
First  reading  taken         /^/j/SJ^ 


Latest  reading  taken_ 


///<</Y° 


_Water 
Water 


LOWEST  READING  OVER  ENTIRE  HBRIOD:  /A./3/3T  Water 
HIGHEST  READING  OVER  ENTIRE  PERIOD \fr//.r/¥Q    Water 


of  Well     J-*-9f 
from 3//j/f&\, o  date 
at   Grade  /J-f~t 
at  Grade  /  4^J~  3 
at   Grade/  IS/ 
at  Grade  Af,  V/ 


Data  Transcribed  By_ 


Checked  By_ 


AfcL 


Remarks : 


6»    fill 

6 '-13'    sand   and    clay 

13 '-15'    soft   blue   clay 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ///C/YQ 
Approved  Bv     I    .R, 


'VvH 


: 


Location: 


REPORT  ON   GROUND  WATER  LEVEL  STATION 

W   side   of  Keed   St.   41  • -6"    S   of  E 
Lenox  Street 


5 / 


L 


Stat  ion 

No.     8-100 


REED 


ST 


o 

I 

J 


Sketch  Drawn  Bv  ^.o.^-e.         Checked  By       FJ-j. Scale  N<a^e 


Well  Installed  SO/'Sftrf  Depth 


Grade  Top  of  Well      )f'?t> 


Readings  taken  over  period  fron^4^^^and  froi^i^to  date 


First  reading  taken /2/-3/3Jy 


_Water   at  Grade       7-fL 
JTater  at   Grade  DRV 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD: 3,/j. ?/j 9    »ater  at   Grade..  /^~J 
HIGHEST  READING  OVER  ENTIRE  PER IOD  : %/z //vo    »  ater   at  Grade,  ?.?£- 
Data  Trancrioed  Bv  J^f* Checked  By &J± 


Remarks : 


7'   fill 

7f-20'    sand,    some   gravel 


Note:      See  explanatory  notes  on 
first  page  of   this  Book 


Date   of   Renort///Al/V/9 
Approved  Bv  /    ./?, 


. 


REPORT  ON  GROUND  WATER  LEVEL   STATION 


Location:       E  aide   of  Reed   Street,    18'    S   of 
Northampton  Street. 


Station 

No.       8-101 


RE£.D 


ST. 


Hfou| 


o 

h 

CL 


Z 


Scale   UotV* 


Sketch  Drawn  Bvt\.o.^c.       Checked  By       EH. 

Well  Installed  /J//S&T  Depth __Grade  Top  of  Well /£££ 


Readings  taken  over  period  fromj^^to^A^nd  from^^to   date 

/j/^Ajf Water  at  Grade       ^.  /^ 

Water  at  Grade     <?.  V7 


First  reading  taken_ 

Latest  reading  taken ///7/Va 


LOWEST  READING  OVER  ENTIRE  PERIOD:  y/f-/V0  Water  at   Grade     £  f  J„ 
HIGHEST  READING  OVER  ENTIRE  PERIOD  :  */ //<,/*/(>  Water   at  Grade f  f  f  ^ 


Data  Transcribed  By_ 


*#, 


Checked  By_ 


A.M. 


Remarks : 


15*    sand   and   gravel   and   clay  all   the  way 

down 


Note:      See   explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report///  l/¥0 
Approved  By    /__./■?/ 


REPORT  ON   GROUND  «ATER  LEVEL  STATION 

Location:       W  side   of  Pierson  St.   60«    S  of  Power  House    station 

No .       8-102 


£ 


60' 


'_    POWtn 

MOUSE. 


"  "  '  ■     ■    '  f 


Hyol.-O-  » 


Kf 


aso' 


Mi 


-1 


PERSON 


ST. 


NOTE. -THIS  \S  AN   UNOEVtLOPEO    STWttT   AND  THt 
STREET  UNtlS  NOTV\StB\_£ALSOT*0  SXOtWAVttS. 


i/5 


Sketdh  urawn  Bv  J.d.vaic.  Checked  By      F.  hi Soale    Non^ 

Well  Installed  /o/'fAf  Depth 


Grade  Top  of  ".ell      / 1.£? 

Reading  taken  over  period  f rom^^to  ff//jAfan&  frock^/y^o   date 

First  reading  taken g££LLZ. ^'ater  at    Grade     ^^1 

Latest  reading  taken  ////,?/ VI .Water  at  Gradef/gfrflfEp 

LOWEST  READING  OVER  ENTIRE  PERIOD : .r/ 9 /Vl    Water  at   Grade     7.  ^  £ — 

HIGHEST  READING  OVER  ENTIRE  PERIOD  ;j/a  //j?  V.:ater  at    Grade  /V,  f  / 

Data  Transcribed  By £-P*  Checked  By ^Ji 


Remarks: 


12'    gravel,   fill 

12' -20'    clay   some    sand 

slow  v:ell 


Note:      See  explanatory  notes  on 
first  page   of  this  Book 


Date  of  Report/ ///J /W 
Approved  3v    /    rH, 


-- 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:    N  side  of  E.  Springfield  St.,  in 
front  of  #36 


E.SPR\NGnELD 


Station 

No.       8-103 


ST 


Sketch  Drawn  Byj.n.M«.c.            Checked  By       F.  H.  Scale   norxe. 

Well   Installed  /o/p/^  Depth Grade  Top 


1 
o 
J) 

g 

i 

I 


Readings  taken  over  period  from^^yto^^/^and 

First  reading  taken -^^3^ Water  at  Grade 

Latest  reading  taken ///  jJmA .Water 


of  Well      /£>V-j- 
fvom^/^0^oto  date 
1.7  + 


LOWEST  READING  OVER  ENTIRE  PERIOD:  S-J/fr/.^  Water 
HIGHEST  READING  OVER  ENTIRE  rERIOD:  7/ 3/V/9  Water 

Data  Transcribed  By  M  <P< Checked  By 


at  Grade  7  7? 
at  Grade  7. 7  V 
at   Grade      fc7^ 


M 


Remarks : 


9'  fill,  gravel 
9' -15'  sand  and  clay- 
slow  well 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Re  port///  7/  YO 
Approved  By  /_  .H, 


REPORT   Oil   GROUND  WATER  LEV^L   STATION 


Location:     W   side   of  Vnareham  St.   20'   N   of  center   line   Station 

of  #11   Warehara  Street  No.      8-105 


AUUfcY 


<t  Or    E.KT.  **/(  WAfttHfcM    ST. 
\fSl\f\TL.     OW.  Sb.KO. 


.r 

o 

L 


to 


! 


Sketch  frawn  ByJ.p.yy=c.         Checked  By      /\ /-/. Scale   Nona 


..ell   Installed 


Depth Grade  Top   of  Well     /?'*£? 

Readings  taken  over  period  fropi*^^/  to  ///p/jfeLnd  from-^yk*to    date 


First  reading  taken_ 


Y"*T 


Water  at  Grade       /«4A 


Latest  reading  taken 


J(/c/*so 


Water  at  Grade      (,<lr9 

LP  ..EST  READING  OVER  EMPIRE  PERIOD  :  f/<S/V>9    Water  at   Grade      £,0/ 
HIGHEST  READING  OVER  ENTIRE    PERIOD  :  V/j/?  9    ■■  ater   at    Grade  //,  z?  7 


Data  Transcribed  By 


>£>  -R. 


Checked  By 


A.M. 


Remarks 


li-10»    gravel,    ashes   fill 

10 '-20'    sand   and   mud 

20 '-53'    blue   soft  mud   mixed  with  peat 

S3 '-54'    hard   blue   clay 


Note:      See  explanatory   notes  on 
first  page  of  this  Book 


Date   of  Report  /  // 6>  /VO 
Approved  By     /  ..  R, 


REPORT  ON  GROUND  WATER  LEVEL  STATION 
Location:  NW  corner  of  Stoughton  and  Albany  Streets   Station 


8-106 


A\_e>*NY 


ST. 


Sketch  Drawn  By  J.^yy-.c. Checked  By       f\  J-j. Scale    None 


Well  Installed 


Depth 


Grade  Top  of  Well 


/L.  4/ 


Readings  taken  over  period  tTOT&?A*/j?  toyp/j/ffand.  fTom~?/rj/ic &to   date 

First  reading  taken ^/j-X/^y? Water   at  Grade       j",  // 

Latest  reading  taken ///  7 1 ' Vo Water  at  Grade    3.6  9 

LOWEST  READING  OViR   JNTIRE  PERIOD  \/o/a,9/*/Q  Water  at    Grade   3.3>  ^ 
HIGHEST  READING  OVER  ENTIRE  PERIOD :^//j/yo  Water   at   Grade  „jT/£  / 

Data  Transcribed  By ^  f. Checked  By A.M, 


Remarks : 


5'    sand  and   gravel 

5' -10'    sand   and   gravel 

10'-15»    clay 

15' -20'    sand   and   gravel 


Note:      See  explanatory  notes  on 
first  page   of  this  Book 


Date  of  Report 


///7/y< 

Approved  By    [_.&, 


0 


■. 


REPORT   ON  GROUND   ".7ATER  LEVEL   STATION 
Location:      W   side   of  Plympton  St.    16'    N   of  Albany  St.     station 


T 


Z 
o 


a 

0- 


No.       8-107 


AUBA.WV 


ST. 


Sketch  Drawn  By   J,q,n\cC.       Checked  By      F.  H,  Scale   No^e 


_Grade  Top  of  Well  .    /  1 X  f~~ 


Well   Installed  /y^f/^Depth 

Readings  taken  over  period  f romj/^/fto i>^p/>»and  from  y^Ato    date 

First  reading  taken ^*/Z&jr& f&t#i  at  Grade      /<j,y~f 

Latest   reading  taken / / / C  / VO V/ater  at   Grade   //,  // 

LOWEST  READING  OVER  ENTIRE  PERIOD:  <////yp    "ater  at  Grade     9.  9 fi 
HIGHEST  READING  OVER  ENTIRE  PERIOD  ;  frZ/sdvo Water  at  Grade  //.V^. 


Data  Transcribed  By 


ZS.p. 


_Checked  By 


AJ^. 


Remarks : 


15'    sand  and   gravel 
15'-20'    clay 


Note:      See   explanatory  notes  on 
first  page   of   this  Book 


Date  of  Report///  C/Vo 
approved  By    /    .3. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:    NW  corner  of  Albany  &  E  Dedham  Streets     Station 

No.    8-108 


H 


a 


A\JB>AW 


ST. 


Sketch  Drawn  By  ^.p.^sc-.        Checked  By      F.H.  Scale  Mor^e 


V/ell  Installed   Zjaz/j?   Depth 


.Grade  Top  of  v.' ell       /7>5~7 


Readings  taken  over  period  f rem 3 /'**./ Jfto '//'tAfant  f rom^/^A^o  date 
First  reading  taken ^/>tz/J  7 Water  at  Grade      7 .7  f 


Latest  reading  taken_ 


UMUxa 


_Water  at   Grade    ^ , X  £, 


LP, EST  READING  OVER  ENTIRE  EE RI OP :. 3 // fr/VO   W at e r  at   Grade   ^.  /)  9 
HIGHEST  READING  OVER  ENTIRE  PERI  OP :,  ? ■faz./.-j  9  Water  at   Grade     7.7  9 

B.h. Checked  By A.M. 


Data  Transcribed  By 


Remarks : 


5'-10'    cinder  fill 
10' -15'    sand  and   gravel 
15'-20»    clay 


Note:      See  explanatory  notes  on 
first  page   of  this  Book 


Date  of  Report///4/yo 
Approved  By    /_   .B. 


- 


I 


.  . 


REPORT   ON   GROUND  WATER  LEVEL  STATION 

Location:       SW   corner  of  ^Washington  &  E.    Lenox  Sts .      Station 

No.       8-109 


in 

I 

.J 


A/ 


W/\Stt\NGTOU 


ST 


• 


o 

i 


Sketch  Drawn  ByJ.p.^c.    Checked  By  F.  H. Scale  None 

Well  Installed  '/7/37   Depth 


Grade  Top  of  Well  ^3  L  S 

Readings  taken  over  period  from  3/je/3f\,o and  f  rom^^j;o  date 


First  reading  taken_ 


^/jr/jf 


Water  at  Grade    /£).  7^ 


Latest  reading  taken 


JLL/1  NO 


_Water  at   Grade  / X.frf 


LOWEST   READING  OVER  ENTIRE  PERIOD ;3/JL]r/3 5   Water  at   Grade  /  Q.7J 
HIGHEST  REnDING   OVER   ENTIRE  PERIOD:  j'/f/yp  Water  at   Grade  /3.£~S 

Data   Transcribed   By ,£5>-fc\ Checked  By A,M> 


Remarks : 


5'  sand  and  clay 
5»-15»  clay 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report / //7/VQ 
Approved  By  L  .  R, 


. 


_ 


. 


REPORT  ON   GROUND  WATER   L^VKL    STATION 


Location:      W  side   of   Newcomb  St.   29'    S  of 
Washington  Street 


Station 

No.      8-110 


WASVWNGTON 


ST 


"^ 


no 


t 


t 

O 
o 

I 

Z 


Sketch  Drawn  By  j.d.vhc. 


Checked  3y        F.N.  Scale    None 


Well  Installed     [/?/3f      Depth 


Grade  Top  of  Well 


^3,^ 


Readings  taken  over  period  from^^f  to-W^  and  f rora^V^g to  date 
First  reading  taken  3/^Vjf Water  at  Grade       7-9  ? 


Latest  reading  taken_ 


/  //  7 /ye 


J.vater  at   Grade  /^L.fV 


LP u EST     HADING  OVER  ENTIRE  PERIOD  :j/j.  Aj3°i    Water    at   Grade      9.9  4 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  (r/l  /yo  Water  at  Grade/,  ?.^X 


Data  Transcribed  By 


g-F- 


_C he  eked  By_ 


A,M. 


Remarks: 


5'    sand   and  gravel 
5'-15«    clay 


Note:      See  explanatory  notes  on 
first  page  of   this  Book 


Date   of  Report/// 7/ VO 
Approved  By    /__./-?, 


- 


Location: 


REPORT   ON  GROUND  WATER   LEVEL  STATION 

W  side   of  E.  Brooklino  St.    160'    S  of 
Washington  Street 


Station 

No.     S-3-151 


WASHINGTON 


o 


Sketch  Drawn  By  y-D.M^c. 


uJ 
Z- 

O 

o 

DC 
D3 

ui 


ST. 


msT\c     St. 


r 


Checked  By         F.H.      Scale     Mone 


Well  Installed 


Depth Grade  Top  of  Well     /  9~-  ?3~ 

Readings    taken  overperiod  £romc/*//?7  to  ^/7/^yand  from,#l/XQto  date 
First  reading   taken <?/■*/ /j  ? Water  at   Grade      /o,A? 


Latest  reading  taken 


/  l/d/VO 


Jtfater  at  QradePfuGGED 


LOWEST  READING  OVER  ENTIRE  PERIOD: //j.o/3ft    Water  at  Grade     0.7? 
HIGHEST  READING   OVER  ENTIRE  PERIOD :  y/_ /.  J_\    Wa t e r  at   Grade /  X.6  3- 

Data   Transcribed  By F*F Checked   By A.M. 


Remarks : 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report///^, /Yd 
Approved  By  j_.fi, 


• 


. 


- 

. 

. 

- 

_ 


. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 


Location:   S  side  of  Washington  Street  in  front  of   Station 
£1452  No.   S-8-152 


WA5H\NGTON 


a 


Sketch  Drawn  By  J.p  r*\<=c. 


I 

a 


*V4-5d 


Checked  By    F.H. Scale  None 


Well  Installed 


Depth Grade  Top  of  Well  t2^  7 

Readings  taken  over  period  tvom/Z/b/jt,   to and  from^f^^frto  date 


First  reading  taken 


/2fyS*c 


Water  at  Grade 


Latest  reading  taken 


UJL  kly-Q. 


_Water  at  Grade  / 2_.3l  7 


LOWEST  READING   OVER  ENTIRE  PERIOD XS/jS'/j,  7     Water  at  Grade      9.SSL 
HIGHEST  READING  OVER  ENTIRE  PERIOD:  7/7/3  7   Water  at  Grade  /   7,  7  7 

Data   Transcribed  By iELJEj Checked  By  AM^ 


Rema  rks : 


Note:  See  explantory  notes  on 
first  page  of  this  Book 


Date  of  Report/// 6  /VO 
Approved  By  /  .R , 


. 


. 


. 


REPORT  ON  GROUND  WaTER  LEVEL  STATION 


Location:   N  side  of  Harrison  Avenue  11  •  W  of 
Mass.  Ave. 


HARYMSON 


v ; 


Station 

No.       S-9-154 


K"'1 


AVSL. 


Sketch  Drawn  By  J.p.tA^c. 


if) 
< 


_Checked  By  R  H. 


Scale  None 


Well  Installed 


Depth 


Grade  Top  of  Well       S5r3? 

Readings   taken  over  period  fromy^t^A    to>^fr^and  from^^^^o  date 
First  reading  taken /^/j/j(* Water  at  Grade         S",  £, 3 


Latest  reading  taken / / /  7 / yo Water  at  Grade_ 

LOWEST  READING  OVER  ENTIRE  PERIOD \///f-/d 7  Water  at  Grade, 


f.?t 


7>?rtf 


HIGHEST  READING  OVER  ENTIRE  PERIOD xyfaffa 7  Water  at  Grade       9<  J"jT 
Data   Transcribed   By X5,f\ Checked  By AM  i 


Remarks : 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report///  7  J  Yo 
Approved  By  L  .R... 


. 


_ 


. 


■ 


REPORT  ON  GROUND  WATER  LEVEL  SThTION 


Location:   N  side  of  E.  Concord  St.  27'  W  of 
Harrison  Avenuo 


Station 

No.      S-8-155 


T 


r 


k_ 


HARR\SON 


AV^L 


O 

a 

O 
o 

o 
o 

ui 


Sketch  Drawn  By  J.p.wq.         Checked  By      /r  /-/.  Scale  Uor\e 


Well  Installed 


Depth 


Grade   Top  of  Well      /^. /J 


Headings   taken  over  period  f r cm /% *,'j& o #/?/!/?& nd  from&fajgfbo  date 

First  reading  taken /^/x/3 L Water  at  Grade     *>"":/-* 

Latest  reading   taken //  /  7  /  *J0 


Jliater  at  Grade     ^/.3  X- 


LOWEST      READING  OVER  ENTIRE  PERIOD  jWj/yoWater  at  Grade   ,  3,  73 
HIGHEST  READING  OVER  ENTIRE  PERIOD i///jl/3 <7  Wa  t  er  at  Grade  / / ,9 S 

Data   Transcribed  By ^  >pt Checked   By A.M. 


Remarks : 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report/ //7/Vfl 
Approved    By  /..  .Q, 


• 


I 


_ 


. 


_ 


. 


' 


REPORT  ON   GROUND   LATER    L^VEL  STATION 


Location:       W   side   of  E.   Newton  St.    in  front  of  #49 

E.    Newton  St. 


(T 

T 


H 


Station 

No.  S-8-156 


HARR\50N 


AVE. 


Z 

O 

h 

I 

Z 

ui 


Sketch  Drawn  By  ^.■p>v=c.  Checked  By      F.  hi . Scale  Uone 


Well  Installed 


Depth 


Grade  Top  of  Well     //?^ 

Readings  taken  over   period  trom/Yj/tt  XoWo/j9br&  fTom.tf/xA.gto  date 
First  reading  taken / j-/z-/j c Water   at  Grade     <f;  <?£ 


Latest  reading  taken 


ill  (t/W 


Ji'ater  at  Grade   /  o.Z-9 


LP,, EST  READING  OVER  ENTIRE   mRI0Dijyg,/)/3<?  Water    at   Grade       7, J  (* 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  £/?.  7/V0  Water   at  Grade  /  O.Vf 

Data  Transcribed  By  Ja-F- Checked  By A.M. 


Remarks: 


Note:     See  explanatory  notes  on 
first  page   of  this  Book 


Date   of  R»nort///6/yfl 
Approved  By  /_.$, 


REPORT  C 

Location:  N  side  oi"  Fellows  St.,  4'  E  of  Hunneman  Station 
St. No.    S-R-1h9 


Fel/o 


>vs 


St 


Sketch   Drawn   By 


"well    Installed 


Z. 

•> 


Checked    By F.  H. Scale    >^b^. 


ue^th 


irade   Top  of   well  J*-f.03 


Readings    taken  over  period   from 6/7/37  t03/j.gyjf»r\      from *//&■/// o to   aate 

First    reading    taken ^  /  7  /J7 water  at    Jrade 

^vater  at    Jrade p/LI q GEp 


Latest    reading    taken 


Z-//9/M 


lCu  ^oj'    READING    OVER  j\  // 3^0/3$  Water   at    Jrade    S.  7  fT 

I    .  --;     ._  IRE   PERIOD ://>/a.j-/3 7  Water  at     irade     7.^^ 


jjata    Transcribed   By_ 


Checked    By 


AM, 


nerriarks  : 


i\iots:      See    explanatory    notes    on 
first    oa -;e    of    this    book 


bate    oi  ort  f~//f/VO 

Approved   by    L<B, 


REPORT  ON  GROUND   WATER   LINJL  STATION 


Location:     W   side   of  Mass.   Ave.   17'    S   of  Albany  St.      Station 

No.      S-3-161 


ALBANY 


U 


uJ 


TT 


1 


Sketch  Drawn  By  j  p  w  c.  Che  eke d  By      ft  /-/ , 


Scale  None 


".Veil   Installed 


Depth 


Grade  Top  of  Yfell     /(>.<£</ 

Readings  taken   over  period  f rom/yVV to W/i/jf and  from^Vy-^to   date 

First  reading  taken /  1/7/3  C Water  at  Grade      ¥"?>*■ 

Latest  reading  taken ///  7/^/0 Y.ater  at   Grade   C.S cL 

LOWEST  READING  OVER  ENTIRE  PERIOD  i^/a./)/  \  f     Water   at    Grade  ,?,yV 
HIGHEST  READING  OVER  ENTIRE  PERIOD  ;  9// 7 1 Yo    V ■" at er   at   Grade  ^.^  f 


Data  Transcribed  By 


Xa.R Checked  By_ 


AM. 


Remarks: 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report  ///7/VO 
Approved  Ly    /  ./?, 


. 


REPORT  ON  GROUND  WATER  LEVEL   STATION 

Location:      E  aide   of  E.   Concord   St.    12'    N  of  Albany  St.     Station 

No.      S-0-1S-- 


H 
10 

fi 

o 

Z 
o 
(J 

uJ 


T 

nl 

Jl 


M-BAVW 


ST 


Sketch  Drawn  3y  ^.p.va^c.       Checked  By       F.H,  Scale  None 


Well  Installed_ 


Depth 


_Grate  Top  of  v.'ell      JL.31 


Readings  taken  over  period  f rom/?/?/^ to >f^>Xand  from^y^to  date 

First  reading  taken S3-/y  /^L Water  at  Grade        4,  ,*  Q 

Latest  reading  taken /  //  7  Jj£Q Water  at   Grade  DRy 

LOwEST  READING  OVER  ENTIRE  PERIOD  :<2-A?/j9    Water  at   Grade   ^r.VJ~ 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  7//A-/3  7  Water  at   Grade     fr,  ^0 


Data  Transcribed  By_ 


Checked  By_ 


A.M. 


Remarks 


Note:      See  explanatory  notes   on 
first  page  of   this  Book 


Date   of  Report ///7/V/7 
Approved  By   /_   ,/Q, 


REPORT  ON   GROUND  WATER  LEVEL  STATION 

Location;    W  side  ofE  Brookline  St.    9'    N  of  Albany  St.         Station 

No.     S-3-16; 


T 
i_ 


uJ 

Z 

I 

o 

% 


ALBANY 


ST. 


Sketch  Drawn  By  A  ^>.M<kC.        Checked  By        F./-/.  Scale  None 


Well  Installed 


Depth 


Grade  Top  of  Veil     /^-^' 


Readings  taken  over  period  f rom *y?/r *to>£^/an d  from^i^tfto  date 
First  reading  taken /■*-/? /<3L .Water   at  tirade       3~.P{ 


Latest  reading  taken_ 


///(./WO 


Water  at  Grade  P/uoged 

LOWEST  READING  OVER  ENTIRE  PERIOD:/// W?f  Water  at   Grade    y.ff 

HIGHEST  READING  OVER  ENTIRE  PERIOD:  7/jl/t/3%  Water  at   Grade    /..4# 

Data  Transcribed  By &£  Checked  By /\.M. 


Remarks : 


Note:      See   explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ///(,/*/Q 
Approved  By   /  .R, 


REPORT  ON  GROUND  WATER  LEVEL  STATION 


Location:   W  side  of  Plympton  St.  15'  N  of  Albany  St.   Station 
No.  S-8-193 


•T 


o 

! 

0. 


NUBNW 


ST. 


Sketch  Drawn  By  J.p.^c.  Checked  By       £T  H.  Scale  HOv\e. 


Well   Installed 


Depth 


Grade  Top   of  Well      /S7?/ 

Readings   taken   over  period  from/«/j^<  to  4//i/jpcA.  tTom&frsjfc&Q  date 
First  reading  taken /^/7/j I Water  at  Grade 


Latest  reading  taken. 


2J+U+ 


Vo 


J/ater  at  Grade  / 0.7 1? 


LOWEST  READING  OVER  ENTIRE  PERIOD:  V/.2 9/VO  Water   at  Grade     if./? 
HIGHEST  READING  OVER  ENTIRE  PER IOD  :  {,  //  /j ¥  W at er   at  Grade  /^. ^J 

Data  Transcribed  By  J&tl-. Checked  By A.M  , 


Remarks : 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ///£/</d 
Approved  Bv    /    .R, 


TATION 


Location:  3  side  of  Texas  St.,  6'  &  of  Tremont  Bldg. Station  9- 

1  1  nft Wo- 


L     ,1       fl*6 


JntMChii-    St; 


it) 

X      ? 


Sketch  Drawi 


Vm 


~~p>S  ~ 


heeded   by       J.C. 


_Sca  le       •^Vv^, 


well   Installed  J"//. -r/?£    Depth Jrade   lop   of  '»ell^j,  y"/^ 

Readings    taken  over   period    f  r omy%^/j ^  t o Y//j/j ?ano    i  ro^-nj/^^/y^to   aate 

7/J-J3  (° Water   at    Jrade  J 3,*/ A, 

fr//  9/YQ Water  at    Jracep/UGGEn 


st   reading   ta 


Latest    read  in.?,    taken 


j..i..  :-  "     LEAD]     .    .....  IQVV//lr/3  7    Water  at    irade  /J.J  y 

HI -i : ' >  Ii  D  •/£./  fr/jC  ''a  t3r   a  ^    ^rade  / C.  0  0 


Data    Trans crioed   By 


Checked 


A,M_ 


uenarks  : 


Mote*      See    explanatory   notes    on 
first    oa  *e    of    this    Book 


Jate   of   Report  f-//j/yo 
h  ^proved    By     /  _.  P,, 


REPORT  ON  GROUND  WATER  LEVEL  STATION 
Location:     s  side   of  Elmwood  St.    28*  W  of  Dunlow  St. 


St  at  ion 

No.     9-06 


£jmvr0od 


^{r<zz  + 


P 


&elo. 


> 


<0 


Sketch  Drawn  By    ^^jjj         Checked  By       .I.C  Scale    /?? . 


Well   Installed  SZ/WgC   Depth    /.j"- £,       Grade   Top  of  Well   /  9..U7 
Readings  taken  over   period  f romZ/^/j^ to/ o/sltf and  from V/zc/yoto  date 
First  reading  taken 7/j-/^L Water  at  Grade     9.3  7 


fc//  9/vo 


_Water   at  ^radeP/ncfiED 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD ;  7/A./.3L    Water   at  Grade      9.3  7 
HIGHEST  REAEING  OVER  ENTIRE  PERIOD :  6 /»/?  7  Water   at   Grade  /y.JL  / 

Data  Transcribed  By ^Checked  By A.M. 


Remarks: 


Note:      See    explanatory  notes  on 
first   page  of  this  Book 


Date   of  Report  fr//?/VO 
Approved  gy     /    . /?, 


REPORT  ON  GROUND  WATER  LEVEL  SThTION 

Location:     side  of  Terry  St.  20*  S  of  Columbus   Station 

Ave.  Bldg.  Line  No.   9-08 


Columbus  Ave 


Sketch  Drawn  By       R  .  B  . Checked  By         J.C, Scale    NONE 

Well   Installed    f/'f/CiL  Depth   /*  ~to       C-rade  Top  of  Well   2t*  7  <*V 
Readings    taken  overperiod   fromfrj/4*  to^j/^nd   fromJ^^££to  date 

First   reading  taken 'I / */3 C Water  at  Grade       9.  5~*3 

Latest   reading   taken /// //V0 Water  at   Grade      &.V<T 

LCWEST  READING  OVER  ENTIRE  PERIOD:/ o/3_?/j 7  Water  at   Grade     fr.7 IT 
HIGHEST  READING  OVER  ENTIRE  PEdIQDva/F/?c  Water  at  Grade  // <£  / 


t — r 


Data  Transcribed  By     Jz>-  ^ Checked  By AM- 


Remarks : 


4'  earth  fill 

4'-10'  clay 
10' -15'  hard  packed  sand  U   gravel 
11'  water 


Note:   See  explanatory  notes  on  Date  of  Report///  7  /  YO 

first  page  of  this  Book 

Approved  By  I .  ,B. 


<* 


/** 


REPORT   ON  GROUND  WATER   LEVEL  STATION 


Location:         E  side  of  Y/hittier   St.    70*    S  of 
Columbus  Ave.   Bldg.   Line 


1 


<0 


Station 

No.       9-09 


COLU  MBU5 


Ave 


Sketch   Drawn   By      R.B 


x 


_C  he  eked  By        J.c. 


Scale    None. 


Well   Installed     $V/?/3  C  Depth    /J-'-C  "   Grade  Top  of  Well     it.  3*9 
Readings    taken  over  period   fvom7/i-b/jL  to#£fr^and  from-^/'f/jf  to  date 
PIrst   reading   taken 7/x °/j *■ Water  at  Grade  £.  £ <? 


Latest   reading   taken 


///7/yo 


Water  at  Grade 7.<ZJT 


LOWEST  READING   OVER  ENTIRE  PERIOD :///p/j ?  Wa ter  at   Grade         S.6~7 
HIGHEST  READING  OVER  ENTIRE  PERIOD :7/aa£fWa ter  at   Grade         KS  f 


Data   Transcribed   By 


&F 


Checked   By_ 


A.M, 


Remarks : 


10'    earth  fi 

(mixsd 
11'    water 


(mixsd   with  clay) 


Note:      See   explanatory  notes   on 
first   page   of   this   Book 


■Date   of  Report  J  f/y/Vd 
Approved  By      I   _R. 


' 


REPORT   ON   GROUND  WATER  LEVEL  STATION 


Location        E   side  of   Ruggles  St. 
Shawmut  Ave . 


35  •    -6"  N  of 


Station 

No.         9-14 


35' (b 


Co 

X 


RU66LE3 


Sketch  Drawn  By      R.B. 


> 

< 


_Checked  By        ,  l.C 


Scale    none 


Well   Installed     £~/M /3l  Depth     <£*'  Grade  Top  of  Well    /  ?>  0  9  f 

Readings    taken  over  period  f r o-mf/Xffet-t o //£//? 7 a nd  £voza.J/&/f/dto  date 

First   reading   taken 4>/'fS~/-J£> Water  at   Grade    jr.£S> 

Latest   reading  taken // / /// i/p Water  at  Grade    Sr.7  7 


LOWEST   READING  OVER  ENTIRE  PERIOD;    ///9/J7    Water  at   Grade     7..3S 


HIGHEST  READING  OVER  ENTIRE  PERIOD:  //9/V/L?y  Water  at   Grade/^.^z) 
Data    Transcribed   By  J5<  f, Checked  By A.M, 


Remarks : 


13'    sand  k  gravel 
18'    clay 
10'    water 


Note:      See   explanatory  notes   on 
first  page   of   this   Book 


Date   of  Report ///y/Vfl 
Approved   By      /    . R, 


' 


- 


. 


Location: 


REPORT   ON  GROUND    ffATE      LEVEL   STATION 

■,    side  of  Hubart  St.    30 » -6"  N  of 
Shawmut  Ave. 


Station 
Wo.       9-15 


5  HAWMU' 


Ave 


Sketch  Drawn  By      R.B 


_C  he  eked   -y       AC. 


Scale     NnNE 


Well   Installed      ^^X//fL  Depth  Jjd'  Grade  Top  of     ell    <Zl>JJ0 

Readings   taken  over  period  from  ^{/j/to^%6f  and  f romjr/2/yp  to   dete 

First  reading  taken ,4/J.jytel Water   at   Grade       J,  aj 

Latest  reading  taken ///*////£> '  ater  at   Grade      9.  0  7 


LP  .E  T  READING  OYER     NTIRE  ,  ER POP :  ///  jp/j  7      ..ater  at   Grade      Z^.? 
HIGHEST  READING  OVER  ENTIRE  PER IOD : 7/^l j>/j f  ■  ■  a t er    at  Grade     9 .9  f, 


Lata  Transcribed     y 


J»./-. 


Checked  By_ 


A.M. 


Remarks: 


12'    water 

20'    sand   &  gravel 


Note:      See  ex   la  atory  notes   on 
first  page  of  this  Book 


Date   of  Report/// V/Vfl 
Approved     y    L^.p)  • 


REPORT   ON    GROUND  WhTER  LEVEL  STATION 

Location:    N   side  of  Warwick  St.   opp.   Bldg.   line    of  St?*ionQ   ,  A 
Marble   Street        No*      y"*lb 


Warwick 


h 

iii 

j 

< 


5t. 


Sketch  Drawn  By      R .  B . 


_G  he  eked  By        J.C  , 


Scale     Nome. 


Well  Installed    y/lf/sl   Depth  /p'-~  C  "      Grade   Top  of  Well     J  47  9 31 
Readings    taken  overperiod   from  #£jfe^to^A^/^and  fromJt/cAtoto  date 
First   reading  taken y/*?/^l Water  at   Grade         C .  4~' 


Latest   reading    taken_ 


/o/3//yo 


_Water  at  Grade   iT.oZ^C 


LOWEST  READING  OVER  ENTIRE  PERIOD  ;^/&f A3C   Water  at  Grade   L  .S  I 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  7/ 7/3 £  Wa ter  at  Grade  fr,  Jj 


Data  Transcribed  By_ 


JS.F- 


_Checked  By 


AM, 


Remarks : 


10' -6"  sand  L  gravel 
15' -b"  sand  L  gravel 
20' -0"  sand  &  gravel 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


-Date  of  Report/ jyC?//Va 
Approved  By  l_,S. 


REPORT   ON  GROUND  WaTEK   LEVEL   STATION 

Locatioa:     N  side  of  Columbus   Ave.    Bldg.   Line  Station 

25* -2"  E  of  Walpole  Street  No.        9-19 


«0 


\*-ZS  '2r-*\ 


Columbus  Ave 


id 
~j 
o 
o. 

-j 

I 

Sketch  Drawn  By      R , B , Checked  By         J.C, &Scalc     Nome 

Well   Installed    ^/^X^C     Depth       ^  Grade  Top  of  Well    /Z  IJ*^ 

Readings   taken  over  period   frcm#fr^    to/£^4^and   f Tom^/zj/xd  to  date 

First   reading   taken 'y// /j  (=, Water  at   Grade         y^/" 

Latest   reading   taken ///7/VO Water  at   Grade        7.  F  Z 

LOWEST  READING   OVER  ENTIRE  PERIOD x/o/sfcz   Water  at   Grade        7.0  A 


HIGHEST  READING  OVER  ENTIRE  PERIOD; 7/j. aJji?  Water  at  Grade        f.jT  I 
Data   Transcribed  By j?,  F, Checked   By A.M. 


Remarks : 

8'    sandy   fill 

8'    pebbles    &  sand 
10'    obstruction   (coarse   gravel) 
12 '-12'    hard  driving 
15'    sand    c~  gravel    (little   water) 

tote:      See   explanatory  notes   on  Dote   of  Report  /  /  /  7  /l/Q 

first   page   of   this   Book 

Approved   By      L.B. 


- 


Location: 


REPORT   ON   GROUND  WA1ER   LEVEL  STATION 

N  side  of  Westminster  opp .  Bldg.  Line  Station 

of  'illiams  St.  No. 


9-21 


on 

h 

z 

i 

h 
w 

Id 


W/LLJAM5       St. 


Sketch  Drawn  By       R.B.  Checked   By        L).C, 


Scale     None 


_Orade   Top  of  Well     /C .  f.9f 


Well  Installed     f/'y/JL    Depth 

Readings    taken  over  period   f r o m L/if/Ji t ofiA/$/?f  and  Ivom3/'J/y?>to  date 
First   reading    taken £/^9/3£. Water  at   Grade      3~,<Pc> 


Latest   reading   taken 


LLLzJMQ 


_Water  at  Grade    S>  &  V 


LOWEST   READING   OVER   ENTIRE   PERIOD:  7/7 Alt    Water  at   Grade    V.V7 
HIGHEST  READING  OVER  ENTIRE   PERIOD  \3/jj  /Jf   Water  at    Grade    ^  /)  S 


Data   Transcribed  By_ 


<B'?. 


_Ghecked   By_ 


AJ± 


Remarks : 


10' -6"  sand  oc  gravel 
15 '-6"  sand  &  gravel 
10' -4"    water  level 


Note:      See   explanatory  notes   on 
first  page  of   this   Book 


Dcte   of  Report///  7/Vfl 
Approved   By     j    .B. 


. 


• 


Location: 


REPORT   ON   GROUND  WATER    LEVEL  LTaTION 

E   side   of  Williams   Street   29'   S  of 
Shawmut  Avenue 


Station 

No.        9-22 


Li 
> 
< 


WILLIAM^ 

Z9'0' 


St. 


h 
< 


Sketch  Drawn  By       R.B.  Checked  By         J.C 


Scale    A/one: 


Well   Installed       ^~//?/C?C  Depth    ^ t>  '  Grade  Top  of  Well     ^-?.  1?# 

Readings    taken   over  period   from  0&&C  to^c^Qand  ivox^W/i  to  date 
First   reading   taken ^/-^^/3C Water  at  Grade         <?,/£ 


Latest   reading  taken_ 


///v/y° 


_Water  at  Grade      <r,9  7 


LOWEST  READING  OVER  ENTIRE  PERIOD;///^/? 7  Water  at   Grade       7.SS 
HIGHEST  READING  OVER  ENTIRE  PERIOD \//ch<i  Wa te r  at   Grade  /  /),  3  0 


Data   Transcrioed  By 


,s.f\ 


Checked   By 


AM^ 


Remarks : 


20'-  sand  L   gravel 
15'  water 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report/Z/V/Vd 
Approved  By  j_.R, 


. 


REPORT   ON   GROUND  WATER   LEVEL  STATION 

Location:      W  side   of  i..adison  Street  23*   N  of 
Washington  Street 


Station 
No.      9-23 


JA 


V 

<o 

z 
o 

Q 
< 


Was  h  i  m  6to  n 


St. 


Sketch  Drawn  By      R.B 


_C he  eked   By       .  J ,  C  , 


Scale     Nome 


'ill ell   Installed  jT//9/*£>  Depth    /<»  "          Grade   Top   of  Well    -*  *-  ?  7 £ 
Readings   taken  over  period   from (-/&%£?(. to«*>>/£^gnd  f r om^^^- j: o  date 
First   reading   taken t/>s~-/^  JL Water  at   Grade    sy-  *  */ 


Latest   reading  taken 


///v/V^ 


_Water  at  Grade  /J  ,^1 


LOWEST   READING  OVER  ENTIRE  PERIOD :  ///  jr/.?  7    Wa ter  at  Grade  /  Q.  </j- 
HIGHEST  READING  OVER  ENTIRE  PERI  OP :  >//.£ /yp  Water  at  Grade  /  S.^7 

Data   Transcribed   By ^o  •  r ■ 


^Checked   By_ 


A,M- 


Remarks : 


7'    sand   i.   gravel 
7'    hard   clay 
5*    v.'atsr 


Note:      See   explanatory  notes   on 
first  page  of   this   Book 


Date   of  Report ///V/V£ 
Approved  By      L.B. 


. 


• 


■ 


REPORT   ON  GROUwD  WATER    LEVEL  STATION 

Location:       W   side  of  Hammond  St.   16* -6"   S   of 
estminster  Street 


Station 
No.      9-26 


Hammond 


St. 


.Sketch  Drawn  By       R.  B  . 


_Checked  By       J,C, 


Scale     NnNF 


Well  Installed     ^/ys~/st  Depth     Jio'  Grade   Top  of  Well    /F.7V7 

Readings    taken  over  period   f r o m ££fr£/t ojforff a nd  frora^Sg^to  date 


First  reading   taken_ 


£/<*o/j>{ 


_Water  at  Grade      <?•  </-/ 
Jn'ater  at   Grade      9.  /  7 


Latest   reading   taken 

LOWEST  READING   OVER  ENTIRE  PERIOD:////^/? 7  Water  at   Grade      7.  J~ a 
HIGHEST  READING   OVER  ENTIRE  PERIOD:^/,  \A^£  Water  at   Grade      9,*// 


Data   Transcribed   By_ 


£»R 


_C he  eked   By 


JJtL 


Remarks : 


17'    sand   L  gravel 
17'    hard   clay 
9' -6"    water 


Note:      See   explanatory  notes      on 
first   page  of   this   Book 


Date   of   Report////j"/ya 
Approved  By     L  .Pi, 


. 


. 


Location 


REPORT  ON  GROUNP  WATER  LEVEL  STATION 

E  side  of  Ball  Street  40' -3"  S  of 
Shawmut  Avenue 


Station 
No.      9-27 


5  HAWMUT 


Ave 


r~r 


10 


< 


1 


Sketch  Drawn  By     R ,  B 


_Ghecked  3y      Jr..  Scale     NdhlK. 


Well   Installed   S//J~/sL  Depth     /f       Grade   Top  of  Well      /f,f/// 
Readings    taken  over  period  from t/^j/jL t o///j/??& nd  f rom^/^U^jbo  date 
First   reading   taken £/j.t/3jC Water  at  Grade       Jj-./C 


Latest   reading  taken_ 


'/V/va  Water  at  Grade    /£_/(? 


LOWEST  HEADING  OVER  ENTIRE   PERI  OP ;  */////jf  Water  at   Grade    /D.^LS' 
HIGHEST  HEADING  OVER  ENTIRE  PERI  OP ;  J/ftj/ypW  a  t  e  r  at  Grade  /  ?.  ^  ^ 


Pat  a   Transcribed   By_ 


£>V  . 


Checked  By_ 


A.N. 


Rema  rks  : 


lo'-o"    sand   &  gravel 
13 '-6"    clay 
11'    water 


Note:  See  explanatory  notes  on 
first  page  of  this  Book 


Pate   of  Report/z/V/Vfl 
Approved   By  /_  ./3, 


. 


3 


Location: 


REPORT   ON   GROUND  WaTER   LEVEL  STATION 

N  side   of  ..at son  St.    10 •   E   of   Camden 
Street 


Station 

No.       9-33 


h 

z 
o 

h 

I 


Camden 


5t. 


Sketch  Drawn  3y     R .  B 


_C  he  eked  By       ,]/.. 


Scale     NONE, 


Well  Installed    V/lj/3  C  Depth     /f-C  *  Grade  Top  of  Well    /<ft  /?*£ 
Readings    taken  over  period:    fvom^/y/sX  to ///-?/?? 'and  f  rom^^^a  to  date 
First    reading  taken <*~///j£ Water  at  grade      7*  JV 


Latest   reading   taken 


////.r/Va 


_Water  at  Grade  ^  W 


LOWEST   READING   OVER  ENTIRE  PERIOD: /p/S/3 7     Water  at   Grade    ^Jj' 


HIGHEST  READING  OVER  ENTIRE   PERIOD  :tr///?  6     Water  at   Grade    Z^  / 
Data   Transcribed   By ^5. p. Checked  By A.M. 


Remarks : 


6  '  s  a  nd 

10'  sand  L   gravel 

lo '  sand  &  gravel 

14'  sand  &  clay 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report  ////s/VO 
Approved  By  L..B. 


■ 


REPORT   ON   JROJND  WATER   LEVEL  STATION 

Location:      S   side   of  v;  at  son  St.   opp.   Northampton 
St.  Bids.   Line 


Northampton 


> 

o 

z 

tn 


Station 

No.         9-35 


5t. 


Sketch  Drawn  By      "R .  B , 


^Checked   By        J.C. 


Scale     None. 


Well  Installed      S/zf/jL    Depth Grade   Top  of  Well     /L  .  7*Y- 

Readings   taken  over  period  £voca/f///f  c  to^^^^and  tvom.^/^/jfJ^0  date 
First   reading   taken l/l/j£ Water  at   Grade        If.  2*~ 


Latest   reading   taken 


////.fA/fl 


7,Y7 


Water  at   Grade_ 

LOWEST     READING  OVER  ENTIRE  PERIOD \////&.J37   Water  at   Grade_ 
HIGHEST  READING  OVER  ENTIRE  PERIOD i/o/tfa 7  Water  at   Grade      fr.^C 


(p  ,  oL  \3 


Data  Transcribed  By 


Remarks : 


J».P 


Checked  By 


A.M. 


9'  miscellaneous  fill 

9I-15'  clayey  sand  with  water  at  15' 

9'  below  sidewalk,  water 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ////S'/^O 
Approved  By 


. 


. 


- 


. 


REPORT   ON  GROUND  WATER   LEVEL  STATION 


Location:       S   side   of  Northampton     St.   11'    N  of 
Bldg.   Line    of  Columbus  Ave. 


Station 
No.       9-36 


<0 

? 
o 

^- 

Q. 

< 

h 

o 


Columbus 


Ave 


Sketch  Drawn  By      R.B. 


^Checked  By       J.C, 


Well   Installed    JYt/ZsC  Depth 


Scale     NONE 


_Grade   Top  of  Well       /  7,  ^^/ 


Readings  taken  over  period  from  7fi/?£  ^otf^f/zf  and   f rom^/^/^to  date 
First   reading   taken V/'/j C Water  at   Grade       7>  H 


Latest   reading   taken 


///Af/VQ 


_Water  at  Grade      7.  ?  6 


LOWEST   READING  OVER  ENTIRE  PERIOD:////;^  7  Water  at   Grade      ^t,?^ 
HIGHEST   READING  OVER  ENTIRE  PERIOD \c3/jid/</0  Water  at   Grade      fr.  ¥7 

Data   Transcribed  By Xo  *F-  Checked  3y AM  ■ 


Remarks : 


11'  gravel  6,  cinder  fill 
9'-lu  water 
11' -15'  sand 


Note:  See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ////S/ VO 
Approved  By  I    .R. 


REPORT  ON  GROUND  V*ATER  LEVEL  STATION 

Location   E  side  of  Columbus  Avenue  4'  N  of  Alley   station 

#515  Ho.         9-37 


IV,  5PRIN6FIELD     5T. 


r~ 


> 
< 


D 
CQ 

_i 
o 


J- 
f- 


P.  A.   No.  515 


Sketch  Drawn  By     R.B, 


_C  he  eked  By       J.C, 


_Sc  a  1  e     None 


Well   Installed  Jjbz&jj  Depth      /^~x Grade  Top  of  Well  / 7.  £  f^jT" 

Readings    taken  over  period   fvom//M/J£  toj^y<£yand   from^^^fto  date 

First   reading   taken ///>^/L?  C Water  at   Orade         7,  ^3 

Latest  reading   taken  ////y/y<3 Water  at   Orade       7t  I,  / 

LOWEST   READING  OVER  ENTIRE  PERI  OP :  ////A./37    Wa  ter  at  Orade  £.S6 

HIGHEST   READING  OVER  ENTIRE  PERIOD :o/ 7/ yp  Water  at   Grade  jr.  73 

55.  R 


Data  Transcribed  By_ 


_C he  eked  By_ 


A.M. 


Remarks : 


8'  fill 

8' -10'  wet  coarse  sand  water 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report ////y/yi 
Approved  By     /    .B. 


_ 


iiEPORT   ON  GROUND  WATER   LEVEL  STATION 


Location:     W   side   of  Carleton  St.    4 ' -6"    N  of 
Wellington  St. 


Station 

No.      9-39 


N.  H  .   R.R, 


Carleton 


St. 


-*\4'6 


r\ 


r 


r~ 


z 
o 

z 


Ul 


Sketch  Drawn  By      R.B. 


_Checked   By       J.  C. 


Scale    Nome 


Well  Installed     jT/j^/jC Depth  Grade   Top  of  Well      /  ?,  a ,3.-? 

Headings    taken  over  period   from #^/? /  to>^>^$»nd   f rom^/y/^roto  date 

First   reading  taken f///3 C Water  at   Grade       *J,  7  7 

Latest   reading  taken ///yy/Vfl Water  at   Grade      F.  <£  7 


LOWEST     READING  OVER  ENTIRE  PERIOD:^//  c/j  7  Water  at   Grade      <£.«?£ 
HIGHEST  READING   OVER  ENTIRE  PERIOD:  7/X  ?/3?  Water  at   Grade      9,  C>  I 


Data   Transcribed   By_ 


AF  • 


Checked   By_ 


AJ£± 


Remarks : 


8'    fill 
8»-l5' 

10'    water 


Note:      See   explanatory  notes    on 
first  page   of   this  Book 


Date   of  Report / ///V/VO 
Approved   By     L  .3, 


■ 


. 


Location: 


REPORT  ON  GROUND  WAT]     ,EL  STAT1 

E  side  of  IV.  Canton  St.  opp.  Bldg.  Line 
of  Tremont  Street 


Station 

No .        9-42 


Tremont 


h 

z: 
o 
h 

•z 

< 


St. 


r 


Sketch  Drawn  By_ 


_Checked  By        J.f..  Scale 


ell    Installed    •J'/u/ji,  Depth 


_Grade   To      of  \.ell   /J~-  C7f 


Headings   taken  over  period  trovxc/aoAl  to^y0^and   fvoiMj/p/ycoXo   date 
First  reading   taken £/* i/~3£ Water   at   Grade      </,  9*3 


Latest  reading  taken 


////  Y/V(L 


_.  ater   at  Grade     S.  93 


LOWEST  READING  OVER  ENTIRE     ER IOD  './/// jl/j  7  Vater    at   Grade   3.6? 
HIGHEST  READING  OVER  ENTIRE  PERIOD : C/xi/37  '.'.ater  at   Grade    b.7 6> 


Data  Transcribed  By 


B_£ 


_C  heeded     y 


AJyL 


Remarks ; 


Note:      Gee   explanatory  notes  on 
first   page   of   this  Book 


Date   of   Report////y/y^ 
Approved     y    /   t R, 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Looation:   S  side  of  Columbus  Avenue  10'  E  of      Station: 

Cottage  Place  jjo.   9-47 


Columbus  Ave. 


\+io'6'->\ 


Sketch  Drawn  By        R-B  Checked  By        J.(L,  Scale     NONE 

.ell   installed     l/zx/jc    Depth     /*''-(•"   Grade  Top  of     ell     ±3.  j?7 
Readings   taken  over   , eriod  fro ...  '<ft ~AiX o X^^^an d  froiii//;-Vx<fco   date 

First  reading  taken 7/  /:r/>  l ..ater  at  Grade         9?J~ 

Latest  reading  taken // / '  7/V0 7.' ater   at  Grade      ?_  V.2. 

L0Y.EST  READING  OVER  ENTIRE  PERIOD ;  ///>/J  7    .ater  at  Grade     £T  0  9 


HIGHEST  READING  OYER  ENTIRE  PERIOD:  J-/9/3  7  Water  at   Grade  //.V&. 


Data  Transcribed  By  £*  .P,  Checked  By A.M. 


Reuarks : 

Surface    to    7 ' -o"    sand   o.   gravel 
12' -6"    to    17' -6"    silty   sand   &  4'    of  water 
7 '-6"    to    12 '-bM    sandy   soil 
11 '-o11    water  level 


Note:      See  explanatory  notes  on  Date  of  Report/ / /  7 /Yo 

first  rjage   of   this  Book 

ro ve d     y    /    .M, 


Location: 


SPORT  OK  GROUND   WATER  LEVEL  STATION 

E   side   of  Whittier  Street  45'    S   of 
Treraont   Street 


Station 


No. 


9-48 


J 


h 


Whittier 


5t. 


Sketch  Drawn  By     R.B 


V 

z 
o 

ui 

QL 
h 

_C  he  eked  By         ,].£., 


_s  c  ale     None 


..ell    I  stalled  f//S/j^  Depth  /*'-£"      Grade   Top  of  \  ell      /7.  f<'& 
Readings   taken  over  period  fron//^/  tojf^^/^and  fron  ^//^to  date 

First  reading  taken ss/^/si, Water   at  Grade     >/,  <// 

Latest  reading  taken UJ?/.,96  . Water   at  Grade     7>YS  ^ 


LOWEST  READING  OVER  ENTIRE  NER iQD  :///jp/?  f    V.  ater   at   Grade     ^.^-V 
HIGHEST  READING  OVER  ENTIRE  PERIOD  W/£(//yo  'ater   at   Grade     f.S'J 


Data  Transcribed  By 


£,R 


Checked  By 


A.H> 


Remarks 


Surface    to    7* -6"    sand   &   gravel 
7'-6"    to    I2'-6U    sandy    soil 
12 '-6"    to    17»-6"    silty   sand   Sc  5'    of   water 
9'-0M   water  level 


.  ote:      See  explanatory  notes   on 
first     age   of   this   rook 


Date   of  Re   ovt// /y/VO 
Approved     y    /  ./^. 


GROUND  TION 


Location:        N   3ido   of  Tremont  St.    opp.   #1085 
Tremont  St.    5»    E  of  Sarsfield  Street 


Station 

o .        9-49 


J 


h 
Q 

U- 
(0 

u 
< 

<0 


v__t_ 


\&ffi\ 


Tremont 


St. 


Sketch  Drawn  By     R.B.  Checked  By      ,  j.f. , 


caie    None 


ell  installed  ?/x//jC  Depth  ML&  "  Grade  Top  of  ell  /F-  ^7^ 
Readings  taken  over  period  f r om//^ £> t o  y^X^sand  fro\..-^/r/Kd\.o  d  .te 
First  reading  taken ///fydC Water  at  Grade       /L-<?7 


Latest  reading  taken 


/i/7/yo 


_  ater  at   Grade       7,f)W 


LOWEST  READING  OVER   ENTIRE  PERIOD :  C/Jo/37  Water   at   Graded  7  tr 
]  GHEST  READING  OVER  ENTIRE  PER  IOD :  7/&?/?F  ■■  ater  at  Grace    f?.9  / 

Data  Transcribed  By         J5*h. Checked  By A.M  ■ 


Remarks: 


Surface    to   7I-6M    sand   &  gravel 

7 '-6"    to    12 '-o"    hard   pan,   2'    of  v.ater 
9' -6"   water   level 


Note:      See   explanatory  notes  on 
first  page  of  this  Book 


JJate   of   .  eport///7/V<3 
Approved  .!y    /    xR. 


1 


1P0RT  ON  GROUND  WATER  LEVEL  STATION 

Location  W  aide  of  Northampton  St.  20' -6"  N  of    Station 
Dilworth  St.  in  front  of  #390  Northampton  St.       'jj0#    9-50 


Northampton 


5t 


-20'Cd 


'Sketch  Drawn  By      R . B 


r 
o 

I 

in 


.Checked  By       Mt.CL. 


_s c alep  Nome 


eil  Installed  f/^*7-?£  yeyth  ' ^ /*■ '  Grade  Totd  of  ell  /?.  fl  7-i? 
Readings  taken  over  period  from  ^57^  to^x^^and  fromj/yy^to  date 
First  re _ ding  taken /^X^^ Water   at  Grade      1,7/- 


Latest  reading  taken 


_., ater  at   Grade    ff./S 


L   ..EST  READING  OVER  EN  -ERIOD  './///A./37   "ater   at   Grade    ^.  Vf 

HIGHEST  READING  OYER  ENTIRE  -  ERIOD :ffa/j3tf    ..ater   at  Grade     £/>  7 


Data  Transcribed  By 


K.  F. 


Checked  3y 


A.M. 


Remarks 


l'-lO'    filling   of   gravel,    ashes    and   brick 
10'-15'    gravel   &  clay 
15'    to   174'    sand 

9'   water 


Note:      See   explanatory  notes  on 
first  page   of  this  Book 


.ate   of    .e    OTt////S~/Vfl 
Approved  By   L  ,B, 


REPORT   OK   GRl  ATE      LEVEL  STATION 

Location:      W   aid©   of  Massachusetts   Ave.    in  front 
of  a-429   35'    N  of  Columbus   Avenue 


Station 

No.        9-51 


Columbus 


hi 

> 
< 

CO 

(0 
< 


Ave. 


Sketch  Eravm  By     R.B 


_C  he  eked  By       (}.C. 


j-  cale     MOME 


.Veil   Installed   9/^^/^j:  Depth      ^-o'        Grade   To?  of     ell    2-t.^>/7 
leadings  taken  over  period  f roiri/?<c*Wto %/<X/£j&xv&  fToxi^/^/^jto   date 
First  reading  taken s/s's-y3 £ Vater   at  Grade        7-9  9 


Latest  reading  taken 


tu/sr/va 


J.'ater  at   Grade      tf\/<b 


L.    EST  READING  OVER  ENTIRE  lERlOD \////jJ, J 7    Water  at   Grade   £.S  7 
HIGHEST  READING  OVER  ENTIRE  PERIOD  :y/&9/yfl  V.ater  at   Grade  / Q./9 


Data  Transcribed  By 


ihrt~. 


_Checked  By_ 


/\,M. 


Remarks : 


13'    water  level    sand   &  gravel   fill 


Note:      See   explanatory  notes   on 
first  page  of  this  Book 


Date   of   Y-evort ////s/VO 
approved  -  y    L  .R. 


Location: 


REPORT  ON  GROUND  flFATER  LEVEL  STATION 

N  side  of  Massachusetts  Ave.  45'  E  of    Station: 
Columbus  Ave.  N0 ,   9-53 


N 


bJ 
> 

< 

2> 
CQ 

_J 
O 

u 


45  0 


Mass 


Ave 


Sketch  Drawn  By  R .  B  , Checked  ny       J.C, 


cale     NP-NIE. 


Well   Installed  <?//t/J£  Depth    <^o'  Grade  Too  of     ell     /*•  ***- 

Readings  taken   over   period  from^/^7^  to^^>^j^and  fronuV^^a  to    date 

First  reading  taken ///jry(sz Water    at   Grade       r7'7jL 

ater  at  Grade  7.S  9 


Latest  reading  taken_ 


////v/yg 


LCEST  READING  CVBR  ENTIRE  1  EK10D  : S//I/3?    Water  at  -rade    J~,  ^ ? 
HIGHEST  READING  0718  ENTIRE  PERIOD  :<T/W3 7  Water   at  Grade     ;F,<£  / 


Data  Transcribed  By 


B,F, 


Checked  By 


A.M. 


Remarks 


12'    water  level    sand   &.  gravel   fill 


Note:      See   explanatory  notes  on 
first  page  of  this  Book 


Date  of  Re?QTt////V/VQ 
Approved  By   /   t  R. 


* 


Location: 


REPORT  OK   GROUND  "./ATER.  LEVEL  STATION 

S   aide   of  Tremont   St.   20'    E  of 
Northfield  Street 


Station 
o. 


9-56 


Tremon' 


5T. 


Sketch  Drawn  By     R.B. 


o 

X 

pi 

r 
a 


Checked 


20 'o 


AL+. 


^:caie     None 


ell   .Lnstalled     9/xa^*t>  Depth     />~^       Grade  Top  of     ell      /5\  7</ 

Readings  taken  over    period  fro\//^A7^o  #fe/^and  f roi  i^/^r<rto   date 

First  reaaing  taken  //a.o/37 Water  at  Grade    9.9  1 

Latent  reading  taken  /// /&/</() Water  at  Grade     7,fr<2^ 

LP., EST  READING  OVER  E  1TIRE   I  ERIOD  :////«*/?  7  Water  at  Grade   £.*SQ 

i.IG:-^.ST  READING  07^R  ENTIR1       51  IQV  :JL/ //3  7  \  ater  at  Grade  / n.<// 


Data  Transcribed  y 


C^>  «\-S 


Checked 


A.M, 


Remarks : 


Well   apparently  dry 
10'    sand   &  gravel 
10'-15'    hard   clay 


Note:   -  ee  explanatory  notes  on 
first  page  of  this  Book 


1  ate  of  Report ////r/Vff 
■roved     y     /  ,/3, 


REPORT  Oil  GROUND  WATER  LEVEL  STATION 
Location:   VW  side  of  Kendall  Street  between  *90    Station 


and  #92 


o . 


9-57 


87 


89 


Kendall     St. 


S ketch  i^rav/n    iy       R .  B 


92  90 


_Checked  By       J.C. 


scale    None 


.ell  installed  9/$,s/3L  Depth  <£•&'  Grade  Top  of  /.ell  17.0  77 
Readins  taken  over  oeriod  fror/^/^  to  ^//ff£gnd  fr  othS/p/j^  OXo  date 
First  reading  taken S//x*/~*  £• V/ater  at  Grade    / <j-  ^d 


Latest  reading  taken_ 


////S/VO 


.Water  at  Grade     4? 6,  ^z. 


L0..EST  READING  OVER  ENTIRE  PERIOD 


:  2-/x$/31f  '..ater   at   Grade     ^.JJ 
HIGHEST  READIN  \  OVER  ENTIRE  PERIOD  :j/.JLFAfl  Water   at   Grade  //.  X  f 


Data  Transcribed  3y 


^    ^ 


Checked  By 


A.M. 


P. e-  arks 


well  apparently  dry 
15'  sand  &  gravel 
15'-20'  jhard  clay 


Note;   See  explanatory  notes  on 
first  page  of  this  .ook 


Date  of  Repo  t/ //js/VQ 
Approved  Py  /  ,P,, 


- 


Location: 


REPORT  ON   GROUND  WATER  LEVEL  STATION 

W   side   of  Kendall  Street   between 
#44   and   #48 


Station 
Ho .      9-58 


> 
< 


Kendall       St. 


48 


44 


Sketch  I  rawn  py      R . B 


_Checked  ^y       J.f.., 


< 

X 


Scale     NONE 


"ell   Installed  f/jCf/jX    Depth     ^g/  Grade   Top  fo  "ell     /?./^*~~ 

Keadirij  2    taken  ov  r  period  f rom/'^vo c  toy^^yand  frohi^c^-oto   date 

^irst  reading  taken /^VO  <• ater   at  Grade     ?-f*£ 

]  atest  re   ding  ta.en 7 7 '//s/VO '..ater  at   Grace  /£).£,/ 

LOWEST  READING  OVER  ENTIRE  PERIOD:////^/? 7   ..ater  at   Grade     ^  /J1 
HIGHEST  READING     7.  I       KRIID  :V/y/VO  '  ater   at   Grade  /^L.?0 


Data  Transcribed  „y /S  ,  p, 


_Checked 


A-M- 


Remarks : 


l'-9'    gravel 
9I-16'    ashes 
16  '-20'    sand   6c  clay 


Note:      See  explanatory  notes   on 
first  page   of  this  Book 


late   of  l.e  :ort////S/VO 
Approved  lly    L_ ,/?, 


REPORT  ON  GROUND  WAT]  I   ,    ,  STATION 

Location:   N  side  of  Shawmut  Ave.  20'  E  of 
Kendall  Street 


Station 
No.      9-59 


Shawmut 


•Sketch  i^rawn  By    R  .  B  . 


.Checked  3y       JC, 


S  cale_HONE 


Well    installed   ?/*?/&£  Depth    /  *'/*        Grade  Top   of  \  ell     1*7**774 

Readings   taken  over    period  frota/^Vy^  to^60,/?and  from  3/7/V&0   date 

First  reading  taken 'j/^/ji  (, .ater  at  Grade    /*. /^ 

Latest  reading  taken J///& /VO ater   at   Grade    //,  7/ 

LOWEST  BEADING  OVER  ENTIRE  PERIOD  \*>/x/d 7  Water  at  Grade     9.7  9 
HIGHEST  READING  OVER  ENTIR]  >^V:3/2Jr/v6  '"ater   at  Grade  7  V.  O  f 


Data  Transcribed   By 


^    ^, 


Checked 


A£L 


Remarks : 


lis-1    water   level 

17| '  pipe 

llf' sand  k  gravel  fill 


note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report////>jT/Vfl 
Approved  3y  /_  _/?, 


. 


Location: 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

N  aide  of  Warwick  Street  40'  W  of 
Hammond  Street 


Station     „„ 
No.      9-60 


y 


o 


y 


Hammond 


Sketch  Drawn  By     "R.B. 


_C he  eked  By       J  ,c  , 


St. 


scale     None: 


Well    installed    f/^^C    Lepth    Z^""7          Grade   Top  of    .ell    /3~~-  ^  **~ 
Headings   taken  over   period   from/^^gto^^^Fand   from>g4j/>fto    date 
First  reading  taken J  &/ -3-P/^?£ Water  at  Grade       &",<3-*'' 


Latest  reading  talcen 


////f/V0 


ater  at  Grade      p,  0  L 


LOWEST  READING  OVER  ENTIRE  PERIOD :  ///g'/j  7    "ater  at   Grade      7.  <Z>  9 
HIGHEST  READING  OVER  ENTIRE  PER  1 0D  :  7/^xL^     ater    at   Grade   /Q./9 


Data  Transcribed  By h*,  f\ 


_Checked     y_ 


A.M. 


Remarks : 


10'    water   level    sand   L  gravel    fill 


Note:      Cee  explanatory  notes   on 
first  page  of  t  is  rook 


Date   of  Report/ ll/S/Wd 
Approved  By    /    .R, 


Location 


REPORT      N   GROUND  WATER  LEVEL   STATION 

S   side   of   Greenwich  Street   15'    E  of 
Warwick  Street 


Station 
no.      9-61 


-Z2'0" J 


Greenwich     St. 


ft 
< 


Sketch  Drawn  By      R.  B 


_C he  eked  By      .J.c. 


_s  c  ale     None 


..ell   installed   /&/&?£   Depth       /*"'       Grade   Top   of     ell    /J.^**1^ 
Readings    taken   over  period  f  r  onv^^.f to J^y^and  from 3/?/>s6X,o  date 

First  reading  taken ^^-^j  ^ Water   at  Grade      7-^^ 

Latest  reading  taken / o/j I / YO Water  at  Grade     ~7.^3 tf 

LP' .EST  READING     VER  ENTIRE  PERIOD:  ///ir/37       ater  at   Grade    ^.^.X 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  3l//  7/17    ater   at  Grade   f.VZ 

Data  Transcribed     y  Z^-P? Checked  By 


A.M. 


Remarks 


10'    water   level   sand   &  gravel   fill 


Ilote:      See  explanatory  notes  on 
first      age   of    this  ~ook 


Late   of  ^enort/  p/31  I^Q 
Approved     y   /_,./-?. 


Location: 


REPORT  ON  GRCULD  WATE1  LEVEL  STATION 

E  side  of  Westminster  Street  in  front 
of  #35  19'  N  of  Vvindsor  Street 


Station 

o.   0-62 


<0 


Westminster 


St. 


\* — 19'0"-+\ 


"\ 


S Ketch  Drawn  By     R.g. 


o 

a 


Checked  .y       J.C 


icale       MONE 


.ell   Installed  /o/l/st.  Depth        /■*""'        Grade  Too   of     ell      /L^C^- 
Readings   taken  over  period  f r 01  ^s*/**/xX of/fA? and   fro„//^,to   date 

First  reading  taken  /o/s-f/st. ater  at   Grade 7,  £  P 

Latest  reading  taken  /o/.m/Wo Water  at  Grade     (,,9? — 

L0WE8T  RI       3    Q  OVER  EJ  TxRE  PERIOD :^> /^//V/7 Water  at   ^rade    j".  7,f — 
ST  REA3  OVER  EIvTIRl  PERIOD  :f~/j*.3/VQ  ..ater  at   ^rade    ^,  f£ 


Data  Transcribed     y         /5 •  F- 


Checked     ;-_ 


A.Mi 


Remarks: 


9'    water   level    sand   c  gravel   fill 


Note:      oee   explanatory  notes   on 
first      age   of   this  Vook 


Late   of  Re-ort/ q/.3//yfl 
Approved     v    /    .Fi. 


REPORT  ON   GROUiX    ft'ATER   LE 


Location:     S   side   of  Windsor  Street   in  front   of 
7f26 


Station 
No.     9-63 


y 
a: 

ill     Q_ 

z 


Windsor     St. 


zq> 


•Sketch  ^rawn  3y      R.B.  Checked     y      J.  q_. 


scale     Hone. 


Well  Installed  /°/7/^£  Depth  7-^  Grade  Top  of  .ell  ;c.3~£/ 
Readings  taken  over  period  f r o\S<ykj/s& t o^7y>£^an d  fTov^e./^ato  date 
First   reading  taken /d/^p/^s  c ater   at     rade      C,<P/ 


Latest  reading  taken /  6 /3 / / yo 


_W ater    at  Grade    7.7.? 


LOWEST  READING  OVER  .,;R  IOD : ;//  fr/p  7    .ater  at   Grade    -c///f 

HIGHEST  READING  CVlR  ENTIRE  PERIOD  :/o/3tA/0    ater   at   Grade     7.  7^J 

Data  Transcribed  By £ii -F- Checked  By A.M. 


Remarks 


10'    vvater   level    sand   &  gravel   fill 


Note:      See  explanatory  notes  on 
first   page   of  this  ] 00k 


Date  of  It e n o r t/ aQ i /a/o 
Approved     y      /   ./?, 


REPORT  ON  GROUND  WATE3  LEVEL  STATION 


Locatio.:  W  side  of  Westminster  St.  20'  N  of 
Sterling  Street 


Station 
No .   9-67 


Westminster 


St. 


\* — ZOq^\ 


V 
CO 

0 

Z 

J 

u 

y 

J- 
<0 


Sketch  Lrawn  By     R  .  B 


_C  he  eke  a  By       J.C 


scale     None: 


Well    Installed  ?/*?/&£    Depth  /J'-t  "     Grade  Top  of     ell    /*"   -r  7 P 
Readings   taken  over  period  tTcra/f/x/Jt toX/?^9and   from-jfrfr/Kdto   date 
"^irst  reading  taken ///jl/^4. atsr   at  Grade      £-*** 


Latest  reading   taken_ 


/Q/J//YQ. 


ate r  at  Grade     ^  t ?/ 
LP.. EST  READING  OVER  E]  ER10D:  ///f/sij    '■  ater   at  Grade    y.  C  £ 


HIG TEST  READING  OVER  —TIRE     ERIOD  :7/zj/.i^  Water   at   Grade    7.  6  ^L 
Data  Transcribed     y  J&.f, Ghee  :ed  By A-M  ' 


Remarks : 


Surface    to   7*-6w    sand  <x  gravel 

7>-o"    to    12 '-6"    sand    &   grit 

12  '-6W    to   17 1-6"    silty  sand   I.  5 » -6"    of 

water 
lO'-G"   water  level 


ilote:      See   explanatory  notes  on 
first  nage  of  this  Took 


Date  of   x.e    ovWo/Jl/VQ 
Approved     y  /    .P>. 


• 


REPORT  ON  GRC  .  STATION 

Location:        to   side  of  Haskins   Street  45'    S  of 
Ruggles   Street 


45' O 


HA5KIN5  5t. 


Station 

No.        9-69 


<0 

-J 

or 


Sketch  ^rawn  By      R . B 


Checked  ry      J.f, 


;caie     None 


Well  Installed  ^/po/^  Levtk^o'-&"  Grade  To"a  of  ell  /J'rC&Y 
Readings  taken  over  period  froaxyv/ff/gC  to^%^>^aiid  fro  ^/^A^^o  date 
First  reading  taken ///^/CfZ Water  at  Grade      I  -  *f 


Latest  reading  taken /  Q  / 3 1 1  Vo 


jater   at   Grace     y.  <2  0 


LOWEST  READING  6.  NTCRE  PER  IOD  :  ///  ffa  7       a  t  er   at  Grade     7.  VO 

HIGHEST  READING  OVER  ENTIRE  PE  iOD  :  ^/aj/jf-T-.ater   at  Grade     fy?  7 


Data  transcribed     y 


B*.f, 


Checked 


AM, 


Remarks: 


Surface    to    V'-d"    sand  6.  gravel 

7 '-6"    to    12 » -6"    olack  sand   &   gilt 

12' -6"    to   IV -6"    silty  sand  L  1  •    of   water 

17' -6"    to   22' -6"    silty  sand   L  5 '-6"    of   water 
15'-6"   water   level 


Note:      See   explanatory  notes  on 
first   page   of  this   i:ook 


Date  of  Report/g/J/A/9 
Ap  rove  d    .y_Lj2 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:     w   side   of  Auburn  St.   5f   S  of  Ruggles  St.  Station 

No.      9_7Q 


rfubor/v 


J>7f 


Sketch  Drawn  By_ 


~P 


UL 


K 


& 
4 


_C he  eked  By      J.c, 


Scale   -<??**-* 


Well   Installed  /o/s/3 L,    Depth    /&*  {,        Grade  Top   of  Well  /  7,  %  ?„■? 
Readings  taken  over  period  f rom/z/y/j^to VAs&frand  f romj//^/yato  date 
First  reading  taken //  /y/.afr Water  at  Grade      £;  <?  £ 


Latest  reading  taken -y V<3.V / Vd 


_Water  at  Grade EJJJJjL h-r>\ RJ 


T 

LOWEST  READING  OYER  ENTIRE  PERIOD  '.J//&-/3 7     Water  at  Grade      7,V£> 

HIGHEST  READING  OVER  ENTIRE   PERIOD :  7/^/6^  Water   at   Grade     9  7  7 


Data  Transcribed  By        Ct>.F. 
Remarks : 


Cheeked  By 


A.M. 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report  V/^V/y^) 
Approved  By  j   ./9, 


JRT   ON    GROU1  C       A  CION 


Location:      N  side   of  Ruggles    St.    50'   W   of 
Washington   Street 


■50' 0 


station 

o. 


9-72 


> 

I 

z 
en 

H 
o 

Z 


RfGGLE-S        5T. 


Co 
H 


Sketch  Drawn  By      R  .B 


Checked  By  AC.  Scale      NONE 


ell  Installed  •d/2^  :.e  t  £*'~- L  "  Grade  l'op  of  .ell  <JjT.  9 *  £ 
Readings  taken  over  period  fro Wjfigk  to  %/<&6f and  froirt^/^gato  date 
First  reading  taken /s/i*/S*  I Water   at  Grade /  ^  £  ? 

Latest  reading  taken ///  V/Vfl ater  at   Grade  /fli?sT 

LCVTEST  READING        _.  RE  .         OE  :///  p/37      ater  at  Grade ^.O^L 

uIGKLST  READI  G  OVER  .  .     I  -      01  :  *///r/s3f    ater    at   Grade  //.  «£^3 


Data  Transcriber:   By_ 


^  .  p. Checked 


AM. 


Remarks : 


Surface    to   7'-6M    sand   &  gravel 
7'  -6"    to    12 '-6"    sand   &  grit,   no  water 
12 » -6"    to   17 '-6"    silty   sand  &  2 •    of   water 
17 '-6"    to  22' -6"    sandy   clay  b.  6 '    of  water 
16 '-6"   water   level 


Note:      See   explanatory  notes  on 
first  -page  of  this  Book 


Date   of  Report //////yd 
Approved     y     /    ./?, 


.POET  OP  GROUND  WATER  ]  OK 

Location:   S  side  of  Hampshire  St.  48'  W  of         Station 
Ruggles  St.  (Street  line)  projected p.        9-73 


> 

0) 
O 

-I 


Ruggles  5t. 


Sketch  Drawn   -Y       R.B,  Checked  By        ,  \.C .  Scale      NONE 

..ell    .installed  /6/L/3&    Depth  /S~~6  "     Grade  Top  of     ell    Jj~.  ? 6J 

Readings   taken  over  period  f  ror^fe^'  to^^/'  and  frora^^^^to   date 

First  leading  taken J//y/j(, ^ater   at  Grade      £f  <P~p 

Latest  reading  taken // /  y  / */Q Water  at  Grade     6  ^  ^ 

Lj     EST  READING  OVER  ENTIRE  PERIOD :  ///&/s  7   Later    at   Grade    a".  7*/ 
HIG;  E^.T  READING  OVER  ENTIRE  PERIOD  : 7/.3 o/3f  '■  ate r   at  Grade    7.   9  / 

Lata  Transcribed  3y  %x  ■  F« Checked     Y A.M. 


Remarks: 

surface  to  £ 7 '  -6"  sand  a.  ;*ravel 

7 '-6"  to  12 '-6"  sand  &  grit  &  1 '  of  water 

12' -6"  to  17' -6"  black  sand  &  5'-o"  of  water 

11* -6"  water  level 

Note:      See  explanatory  notes  on  Date   of  Report // / 7/V6 

first  page   of  this    look 

Approved     y  /  .H, 


REPORT  ON  GROUND  WATER  LEVEL  STAG 

Location:  N  side  of  Williams  St.  35'  W  of 
'Washington  St. 


Station 

NO .   9-74 


f-' 
CO 

< 


Washington 


'Sketch  Drawn  :-:y       R.B- 


Checked 


J.C, 


ST. 


j  cale       None 


ell    installed    ?/^<f/j6  Depth   >*'-c"  Grade   To        f     ell    **V-  />Ci» 

Readings   taken  over  period  tvovz/i/l/j  c  to^%^?and  f r ova3/^S^doo   date 
First  reading  taken ///*-/^ £ Water  at  Grade        IT-  ff 


Latest   reading  taken //  /// / Vo 


V'ater   at   Grade      jr.  9 1 


LOWEST  READING  OVER  ENTIRS    PER IOD :  /// p  /3 7    ■  at e r  at  Grade    7.V9 
TIIGlfEST  READING  OVER  EOT  IRE  PERIOD :  7/?  ofa?  V.ater   at  Grade    ^7/ 


Data  Transcribed  BY 


s^ 


Checked  By_ 


AM. 


Remarks 


Surface  to  V'-6"  sand  and  gravel 

V'-b"  to  12»-6M  sand  and  Grit 

12 '-6"  to  17' -6"  sand  and  grit 

17'-d"  to  22' -6"  silty  sand  and  b'  of  water 

15' -6"  water  level 


Note:      See   explanatory  notes  on 
first    'age   of  this  Book 


Date   of  -e   OTt///u/VO 
Ap  roved  uy_  /    .M. 


huU  D       -V        LEVEL  STATION 
Location:      S  aide  of  Sterling  St.    in  front  of  #66 


tation 
Mo.      9-78 


> 

< 


Sterling    St. 
U 179' O' 


<£  of  EnT.to*66 


h 

< 

r 

(0 


/  Sketch  Drawn  _y_    R.  B 


_Checked  By      J.C . 


)cale    NONE 


ell   I n s tax  ■.  ,  d  jL/2-?/3f  7  e  o  th    /-*"'  Gra de   Ton   of  Well     Jf.^PSS 

Readings   taken  over  period  ?Tow/}/?/jf  Xo/^^/^oxA   fron>^/f^^to    date 

Tirs"1"  reading  taken V />?/(? J* Water  at  Grade     ya-  ^y? 

Latest  reading  taken ///  7  /  Wo .ater  At  Grade   / o  .6  0 

L.  ..LS^   READING  OVER     NTIRE  lERlOD  \Jo// r/yg     ater  at   Grade  /Q.oC 
HIGHEST   RE  DING  OVER   SNTIRi      ER 1  OP :/ 0/3  fr/Vo  ■  ■  ate r   at  Grade  //,3_«L 


7       r 


Data  Transcribed   By 


is.r. 


Checked  By_ 


AM, 


Remarks 


l'-10»    gravel 
lOJ-lli'olue   clay 
11 a* -lb'    sand   and    gravel 

9'    Water 


ote:      See  explanatory  notes  on 
first   page  of   this     00k 


ate  of  r.eyovX/ // 7/VO 
Ap. roved  By    /  JR . 


PORT  ON   GROUND  WATER  LEVEL   STATU 

Location:      W   side  of  Windsor  St.   82'    S  of  Warwick  StStation 

No.    9-79 


<0 


Wl  NDSOR 


O 

< 


St. 
-82%- 


Sketch  Lrawn  By       R.B.  Checked    ly       A.C. 


scale    None 


Well   installed  3/jr/jf  Depth      /f        Gr^de  Top  of  v.ell     I1},??-* 

Readings   taken  over  period  f ro  .  y/^^o/^E&ana  fr  01^/64^*0   date 

First  reading  taken 7/7/&S ater  at   Grade      7,j-£ 

Latest  reading  taken Jo/3l/WO  V.ater  at   Grade    /,  -j/f 

LP.. -ST  READING  OVER  ENTIRE  PER  10D  \Jo//sVyD  ■■  ate r  at  Grade     7.  / 6 

HIGHEST  READING  OVER  ENTIRE  PERIOD  :V//o/vo    ater  at   Grade    F,  3  f 

Data  Transcribed  By &>  Li Checked  By A.N\  . 


Remarks: 


lie1    gravel 
llf-'    12'    peat 
12  '-14'    blue    clay 
9' -6"    water 


Note:      See  explanatory  notes  on 
first     age   of  this   1  ook 


i-ate   of  t*evoTt/a/?//vo 
Approved  By    /    ./?, 


REPORT   OK   GROUND    .-ATER  LEVEL    STATION 


Location:         S  side   of  Warwick     St.    200 »    E  of 

Marble  St. 


Station 
No.       9-30 


Warwick 


St. 


Z07'0 


uJ 
< 


Sketch  Drawn  By      R.  B. 


_Checked  By       J.C. 


Scale     NflNE 


Well   Installed  3/%2L^/>  Depth    '•*"'         Grade  Top  of  Well_/£i:^_££_ 
Readings  taken  over  period  from 7/Z^^ to //^2*>  «an d  from^^lfto  date 


First  reading  taken_ 


V?/^ 


Water  at  Grade      7.d/ 


Latest  reading  taken /<o/?/  /vo Water  at   Grade    ^  7 (£ 

LOuEST  READING  OVER  ENTIRE  PERIOD  \jq/jl y/<Vo  Water   at   Grade  ^  ,7  C 
HIGHEST  READING  OVER  ENTIRE  PER IQD : 7/^?/? P   ,ater   at   Grade    7.  ^  ? 


Data  Transcribed  By 


g.-F 


Checked  By 


A.M, 


Remarks : 


14'    gravel    fill 
14 '-lb1    blue   clay 
9-3-'    water 


Note:      See   explanatory  notes  on 
first   page  of   this  Book 


Date   of  ~Re-oo?%/o/3//yo 
Approved  By    /    ./?, 


•• 


REPORT  ON  GROUND  WATER  LEVEL  STATION 
Location:   E  aide  of  'Acs ton  St.  106 f  S  of  Tremont     '-^0  9-81 


lOlo'O" 


A 


Wcston    St. 


Sketch  Drawn  Bv      R.B.  Checked  By J^ Scale     NONE 

Well   Installed  JA*/*'     Depth      /*"  Grade  Top  of  Well     /*-*<"/ 

Readings  taken  over  period  f r om^jjLt o ^fffrf  and  from  ^/'f/f° 


First  reading  taken_ 


7/l/ *  J" 


n/7/yo 


Jfater  at  Grade     /d,/2* 
Water  at  Grade      9./ 2- 


Latest  reading  taken 

LOWEST   READING  OVER  ENTIRE  PERIOD  :/o  7.2.  vAy?  Water   at    Grade     ^/„ 
HIGHEST  READING  OVER  ENTIRE  P ERIOD :  V/^V/^  - ater   at   Grade  /  <? ■.£  ,2. 

Data  Transcribed  ^v  A-F-  Checked  By AJ^ii 


Remarks 


15'    gravel   fill 
13'-15'    black   silt 

15'    something  hard;    probably   blue   clay 
B'    water 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report/// 7/V# 
Approved  Bv    /    ./?, 


RE  ORT  ON  GROUND  WATER  LEVEL  STATION 


Location:    W  side  of  Burke  St.  29'  S  of 
Columbus  Avenue 


Station 
No .     9-03 


Columbus 


Ave 


^T 


h 

CO 


Sketch  Drawn   By 


U. 


.Veil   installed  7/ 


_C  he  eked  By      „  J,  c 


scale     N<mt 


Depth 


Grade  Top  of  ell  l^.C^? 


Readings  taken  over   period  froi3^/j/>'toy^%^  anu  from^CT/^oto   date 

First  reading  taken Y///^^ "ater   at   Grade     S'.s^- 

Latest  reading  taken / / /  7 /a/ 6 ]  ater  at   Grade     fr:  / 1 

LOWEST  READING  OVi^R  ENTIRE  PERIOD :  9/6/*/t>   ^ater   at  Grade    7.  6  .< 
HIG  ESQ    READING  OVjlR  ENTIRi    ]  j>,RI<jT>:7/jhJ38-    ater  at  Grade    9.7  fT 

Data  Transcribed  By Ja.F. Checked  By A.M  • 


.  e;,iar..s: 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report/// 7/  fo 

roved  y  /  *B. 


REPORT  ON  GROUND  T.aTLR  LEVEL  STATION 
Location:   W  side  of  Tremont  St.  opp.  Kendall  St. 


TRLMOWT 


zoo'o 


Stat  ion 
No .       9-84 


ST. 


Sketch  Drawn  By   R . B . Checked  3y   ,IC.     Scale   NONE 


Well  Installed 


?/?A* 


Depth 


Grade  Top  of  Well  /C/77 
fronL^J^£fto  dati 
at   Grade    f.  3J* 


Readings  taken  over   period  from V/l/* £ t0v^4#£fand 

First  reading  taken P/f/j*' Water 

Latest  reading  taken ////J~/VQ Water   at  Grade     7.S / 

LOWEST   READING  OVER  ENTIRE  PERIOD :/ o/JL  t//yp  Water   at  Grade     7/  0 

HIGHEST  READING  OVER  ENTIRE   PERIOD:  7/Ul/3F Water  at  Grade      9./^ 


Data  Transcribed  By_ 


js.F. 


Checked  By_ 


A.M, 


Remarks: 


7'    Jravcl   and   clay   fill 

7' -3'    peat 

8'  -17-^'    soft    sand  ai  ivel 

'.-.ter  at   8'-7" 


Note:      See  explanatory  notes  on 
first   page   of   this  Book 


Date  of  Re-par t////tT/y^ 
Approved  By    /  .B. 


REJ  ORT   ON    GROULiD  !  i  LEVEL   NATION 


Location:     NE  side   of  W .   Dedham  St.    100'    N  Hi   of 
Nowland  Street 


Station 

I  o.  9-91 


■100  0 


W.  Dedham 


St. 


o 

z 

< 

Li 


Sketch  Drawn  By       "R.B.  Checked  Ly         J.C,  Scale     NONE 

1  ell    Installed    ^A^/^Depth     ^^7         Grade  Top  of     ell     /£.  ^7 
Headings  taken  over  period  , fro ^ v/fry/*  t ojgy&3&axL C   froru^y/^to   date 

y/f/jij^  '       ater   at   Grade      ^  v?</» 


First  reading  taken_ 
Latest  reading  taken_ 


///O/YQ 


Water  at  Grade     ^,  73~ 


LOWEST  READING  OVER  ENTIRE  D:V/O<7./y0    Water  at  Grade     /r/.  9 

I'lGELulT  READING  OVEI    -  .■■D:  C////¥o  'ater    at   Grade  /v  5.  £3 


Data  Transcribed  By 


_Chec_<ed  By 


A3± 


Reucrks : 


5'    cinders 
5'-20'    clay 


Note:      See  explanatory  notes   on 
first    page  of  this    cook 


late   of  Report/// C /Yo 
roved  By    L.R. 


Location: 


id 
> 

< 


REPORT   ON   GROU.  D   WATER  STATION 

S   side   of  Sterling  St. 223'    E  of 
Shawmut   ave . 


Station 

No .        9-92 


h 

< 

T 


Sterling      St. 


223  0 


Bldg.  /'we 


Sketch  Drawn  BY     R  ,  B ■ 


Checked  By      „  j.  C 


_s  c  ale     Nnr\\E 


.  ell    Installed^^^*"    Depth    J-O'  Grade  Top  of  Well  *  #.  J  A  9 

Readings   taken  over   i.eriod  froaife/jf'  tof/4^^and  fram^ft/V*to  date 

First  reading  taken 7/rAf Water  at  Grade    /o.SP 

Latest  reading  taken / 1  /L//V0 Water   at   Grade  / o.j  o 


L0..LGT  READING  OVBR  ENTIRE  PERIOD : cL/ 7/3  ?    Water  at   Grade  / o .^y 
KIGBLST  READING  OVER  ENTIRE  PERIOD  :7M/3Z   'Vater  at   Grade  //./  f? 


Data  Transcribed     y 


#•?. 


Checked  By_ 


A.M. 


remarks : 


l'-9'    gravel 

9 '  -20  •    water  bear  ing   s  a  rid 
ter  at   12' 


Note:      See   explanatory  note   on 
first  page   of  this  Book 


Date  of  Report / / / WVO 
Approved  By    /_.  ,B. 


POET  OK  GROUND  WATER  LEVEL  STATION 

Location:   S  side  of  W.  Springfield  St.  300'  E  of   station 
Tremont  St.  (Opposite  Ebenezer  Baptist  Church)        -j0>    9-93 


h 


W.    5PRINGFIELD       ST, 


300  0 


i 


+-/90+ 


(£.   of 

Dfive  way 


Sketch  Brawn  3y      R.B.  Checked  By      J,c, 


_s  c  ale      None: 


'.'ell   Installed   j/j/??      Depth        S-*~        Grade  Top  of  V.ell     / 1-  <*  f-3 


Readings   taken  over  period  fro  ,i^^/^tc3^/?/and  fron^^^to   date 

First  reading  taken 7/^3  ? J  ater  at  ■  .rade       y^7  9f 

Latest  reading  taken /I / /V/yo Water   at  Grade       9.  S3 

LOWEST  READING  OYER     NTIRE  PERIOD  :  <7/jLl/jf  ater  at  Grade      ^  £  ^ 
HIGHEST   I  CNG  OVER  ENTIRE  PERIOD ; 7/ f/j F  Water   at   '.-rade  AS.  ?S 


Data  Transcribed     y 


;s-S\ 


Checked     y 


AJ± 


Remarks : 


10'    sand   and    , .'ravel 

10 '-IS'    muck 

Washed    out   well   at   15'    hoping  water 

will   work    its    way   in. 


Note:      See  explanatory  notes   on 
first      age   of  this      00k 


Date   of  keport/VZ/y/Vd 
roved  By    /    .ft. 


..        RT   ON   GROUND  LEVEL  STATION 


Location:        S   side   of  Columous   Ave.   32'    E  of                  Station 
Entrance    to  Maryland   Oarage  on  corner  of   Davenport          n0.           9-95 
ST. 


Colu  im  bus 


AVE. 


£  of  entrance 


■Sketch  Drawn  By      R .  B . 
■ell    Installed  


_C  he  eked  By       1 1  ,c_ 


scale     None 


Depth      /7/k       Grade   Top   of     ell    /'X  3Vj*-~ 

Readings   taken  over   period  fro  ^^^tq^^y^and   from^^^^o   date 
First  reading  taken p/ff^f Water   at  Grade        7'  ^  V^ 


Latest  reading  taken_ 


•//,r/y? 


_  ater   at  Grade     7,3  9 


LP.. EST  READING  OVER  ENTIRE  i'ERIOD :  9/o/vo    '■  i ate r  at  Grade     y.q? 
HIGHEST  READING  OVE       !  TIRE  PERIOD : /// a//j ? "ater  at   Grade    7,  F^- 


Data  Transcribed   3y 


£>.F. 


Checked  By 


A.M.. 


Remarks : 


4'    filii 

sand   with   some    gravel    to    17' 

water  at   10  '  -6" 


Note:   See  explanatory  notes  on 
first  page  of  this  Tiook 


Date  of  Report/Z/AT/frfl 
Approved  By  ■/_  ./?, 


E  ORT   ON   GROUND    SATER  LK^L  STATK 

Location:     S  side   of  Mass.   Ave.,    in  front  of  #557         station 

Mass.   Ave.  uo.         9-96 


LU 

> 

< 


—  Z25'0 


Ave. 


h 
< 


4  of   EriC. 
to  No. 557 


Sketch  Drawn  - y       R . B . 


_C lie  eked  By        jc, 


Scale     Mone 


fVell    installed  J^/jL/sf  Depth ^rude   Top  of     ell    f*y.  y  *  ? 

Readings   taken  oves  period  fro.:, yjfeP'toJ^<f/yp.rv&  fTQVdS/fe/fc&o   date 

First  reading  taken 9/^/2  f ater  at  ^rade      / 4%  f-f- 

Latest  reading  taken 1 1 1  /  'f  /  VO ater  at   Grade  /p.  &  tf 

LOWEST  READING  OVER  ENTIRE  PERIOD :,  ?//^/vo  '■■  ater  at   Grade  /  g.J~f 

HIGHEST  READING  OVER  ENTIRE   PERIOD :  7/F/jF  Water  at   Grade  /J7/V 


Data  Transcribed  By 


Checked   By 


AM 


Remarks 


5'    sand   c  gravel 

5' -10'    sand  jvel 


10 '-15'    clay 


Mote:      See  explanatory  notes  on 
first   page   of  this   look 


Date  of  Regort////y/yi 
Approved  By  /_    p$M 


REPORT  ON   GROUND  WATER  LEVEL   STATION 


Location*    s   sid8   of  W»   Concord   St.,   moar   entrance 
to  #118 


Station 
No.       9-97 


W.  Concord 


St. 


■120 


Sketch  ^rawn  By      R.B 


z 
< 


1U 


_Checked  By       ,J,C, Scale      NONE 


Well  Installed  ^/s^/sy  Depth Grade  Top  of  Well    /£.  <£££ 

Readings  taken  over  period  fTomy/fy?f  tofify? faxi&  from-^y^^to   date 
First  reading  taken 7/p/3 P" Water  at   Grade     /^3>7? 


Latest  reading  taken 


///  <e/VQ 


JVater  at  Grade  vf(  7  ^ 


LOWEST  READING  OVER  ENTIRE  PERIOD;  9/9/YO   Water  at  Grade    S.  0  F 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  7/f/jf  '•■  ater  at   Grade  /3.7? 


Data  Transcribed  By  ?S>  f. 


.Checked  3y_ 


AM- 


Remarks : 


12'    sand   and    gravel 
12 '-15'    clay 


Note:      See  explanatory  notes  on 
first  page  of   this  Book 


Date  of  Re  port ///<£/ V£> 
Approved  By  /    ./?, 


REPORT  ON  GROUND  WATER   LEVKL   STATION 

Station 
Location:    E   side   of   Rutland   St.   23'    N  of   Shawmut  Ave.        No.      9-99 


H 

D 

Z 

< 

_J 

f 


± 


5  HAWMUT 


Ave 


Sketch  Drawn  By      R-B. 


_Checked  By      j,<^, 


Scale      NONE 


Well  Installed  ^^ffL  DeP^*1  ^  g '  Grade  Top  of  .ell  /^-  0  ^-y- 
Readings  taken  over  period  f rom^^/"  to }yS/&f  and  f roniv^^/^^to  date 
First  reading  taken M  */-?** Water  at  Grade      Z3^/ 

Latest  reading  taken // //  V/V^ v.ater  at  Grade      7J.  ? 

L0..EL-T  READI   G   0*  ...     I   THE  PERIOD :/o// 7/YO     ater   at  Grade    £.6*2- 
HIGHEST  HEADING  OYEE   2NTIHE  ,  ERI^D  •.tf/jLy/b?"  ater  at   Grade  /  n.  D/ 

&>r. Checked  By /\,M  . 


Date  Transcribed  y_ 


Remarks : 


5'  sand  and  gravel 
5'-15'  sand  and  gravel 
15'-20»  clay 


Note:   See  explanatory  notes  on 
first  page  of  this  h.ook 


Date  of  Report// //V/YO 
L  proved  y  L.B, 


REPORT   ON   GROUND  WATER   LEViiL  STATION 


Location:       W   side   of  Hammond   St.    17»    S  of   entrance  Station 

to  #24  No«        9'100 


Hammond      «5t. 


—J  /  7  'd 


1780 


Sketch  Drawn  By      R.B.  Checked  By      J.C.  Scale NoufL 

Well  Installed  JY/°/*f  Depth     /^  '        Grade  Top 


Readings   taken  over  period  from^^^to^^Pand 


First  reading   taken 

Latest   reading   taken_ 


of  ■«<eii_/2L2££r 

front^^Zfco   date 


////.r/vo 


Y/ater  at   Grade 
Vvater 


LOWEST  READ  BIG  OVER  EHTIRE  PERIOD:  7/  fr/3f     Water 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  fr/7/YO  V«'ater 

j5»^. Checked  By_ 


at  Grade  7.9  f 
at  Grade  /*  .9tf 
at  Grade  ^r,  ?  0 


Data  Transcribed  By_ 


A.M 


Remarks: 


l'-12i  e:ravel  and    soft   filling 
12 | '-15'    clay 
water   at    10 »-6" 


Note:      See  explanatory  notes  on 
first  page  of   this  Book 


Date  of  Jxeport////j>/Vo 
Apnroved  By    /    f  H. 


REPORT   OK   GROUND  WATER   i,EVEL  STATION 


S  aide   of  Lenox  St.   20 » -6"   W   of  Brick 
Location:  Bui  Id  inp;  83'   W   of   Shawmut  Avenue 


Station 

i,o.       9-101 


UJ 

> 
< 


LENOX 


St. 


2) 

< 

x 


Sketch  Drawn  By      R . B 


7S'0"~ 


C  he  eked  By       J.C, 


^rZO 


&+<. 


\w\W\ 


:cale      NOMF 


.ell   Installed  ^T^V^Depth       /*  Grade   Top  of     ell    /?.  7?3' 

Readings   taken  over   period   fro:: ///J&f' to j^^^ and  fror.L^#^»to   date 
First  reading  taken ly/p/^F .Yater   at  Grade      /-*~7 }& 


Latest  reading  taken 


N//3 


0 


"Water  at  Grade  /^JT,3 C 


Lo   ESS  READING-  OVER  ENTIRE  PERIOD  :  £./(,  /?  ?    'ater  at   Grade  /  y 33 
:  IGHEST  READING  OVER  ENTIRE  PERIOD :/sL/7/3f    ater   at  Gre.de  / C.V 7 


Data  Transcribed  By 


£>*- 


Checked 


A.M. 


Remarks 


2'    travel 
S'-lL'    clay 
water   at   5' -5" 


Note:      See  explanatory  notes  on 
first    >age  of   this  Book 


Date   of  Kenort////jr/Vfl 
Approved   :.y   /.   ,/3. 


Location: 


REPORT   ON   GROUP  i,R    LEV  iON 

W   side   of   Northfield   St.   near  ff'63 
Northfield   Street 


Station 

No.  9-102 


Northfield       St. 


ZI20- 


3020'- 


IV- 


4'0 


tof  Ent.to*33 


£ ketch  Drawn  BY     R.B. 


_C heeded  By       J.c 


_S c al e      Nqm  e 


.ell   Installed ^////^/^  Depth      /^       Grade   Top   of  Walt    if.   ?Sf 
Readings   taken  over  period  f r oi  7/fc/jf' t o  A6?  j^fen d  froi.'^^yVAo   date 

■^irst  reading  taken 'f/f'f^f Water  at  Grade      ? .  f  L 

Latest  reading  taken / 1  //S/yo ater   at  Grade__£1Ljj/£__ 

L0..-.-T  READING  OYER  ENTIRE  I ■u3//jl,/vq      ater   at  Grade     9.  o  0 

P.IGhEST  RE.  DING  OVER  ENTIRE  PERIOD  \///<L6,l3Z  V.  ater    at    :rade  /  6.7/ 


Data  Transcribed 


^•P 


Checked 


A.M. 


Remarks : 


13'    travel 
13f-15'    clay 
water      9' 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report ////S/'/O 


Approved  By  j__  .B. 


Location: 


EPORT   ON    GROUN]  /EL   STATION 

S   side    of  I.arble   St.   125*   W  of 
Westminster   Street 


tat  ion 
No.  9-103 


<0 


Marble:      St. 


1250 


u 

h 

z 

i 

h 

(0 

u 


sketch  Drawn     y      R.B 


_Checked  By        A.C 


Scale    None. 


■  ell   installed  jfte/ff  Lenth         //~        Grade   Top  of  Well      /£*  ¥-*4 

Readings   taken  over  period  from j^^/ytov^^l^and  fron^^^to   date 
irst   reading  taken TL^Al^L ater   at   Grade      ^~' ?  *> 


-.atest   reading  taken_ 


/ q/ji  yo 


ater   at   ^rade    yj  ,  JL.^ 

LC T  READING  OVEI  I  OD  :  ^/x//^/o     ater  at  Grade    V.V/T 

HIGHEST  READING  _      JR10D :  7/X3/3X  '■  ater   at  Grade     7  6  9 


Data  Transcribed  By 


_C he  eked  By 


AM 


Remarks : 


Note: 


l'-9*    gravel 
9'-l4T    sand 
14 '-15'    clay 
ter  at   10' 

See   explanatory  notes   on 
first  page   of   this   iook 


Date   of  t.e-oTt / ofol/t/Q 
Ap nrove  d  ly  /_   ,R, 


Location: 


REPORT  on  grol\;l  water  level  station 

W  side   of  Camden  St.    35*  N  of   Columbus 
Avenue 


otation 

No.       9-104 


n 


J-X 


Co  LUMBUS 


Ave. 


Sketch  Lrav.n  By      R . B . 


z 
uj 
o 

< 


Checked  By J^ 


_S  cale      NONE 


■  ell   -nstalled     {Jl/lL.    1  e   th 


j-rade  To     of     ell     / '  ?»  7 '  & 


Readings   taken  over    period  from-//?  ^/to  >f^&/and  frbm^^f/yHo   date 

First  reading  taken <z//°/3f ater  at  Grade      /bf-3-d 

Latest  reading  taken / / //S'/x/0 atei    at   Grace       7.3  JL 

LOWEST  READING  u.  TIE!     BRIQD :  e-/.z:/*/o   ffator  at  Grade     £,  ft  7 

HIGHEST  RL.Xi:  G  OVE  i£B  .iUB  :3//o/3(r  ■  ater   at  Grade  /  £>, ^,  ^ 


i^ata  Transcribed  By         ^o«T». 


'becked  By 


A.M. 


] e narks : 


5'    sand   and   gravel 
b'-20l    mud   anu   clay 


liote:      See   explanatory  notes  on 
irst   page   of   this  look 


late   of  Report/ ///3~/W0 
Approved  By 


Location: 


REPORT   ON    GROUND  WATER   LEVEL   STATION 

N  side   of  Shawmut  Avenue   14'   V.    of 
Massachusetts 


Station 

No.         9-106 


Id 
> 
< 


* > 


5HAWMIT 


Ave 


< 


Sketch  Drawn  By     R.B.  Checked  By        ,|.r. 

up   to 
Grade  Top  of   Well    /£,.  £? 


Scale    None 

-       2/6/39      16.94 


•veil   Installed 


Depth 


Readings   taken  over  period  f  rom-a/V^/  to*//*/*? and  from^j^Vno  date 
First   reading  taken ■*■/(> /a? Water  at   Grade    Z  °'  T'C 


Latest  reading   taken 


/IfCi/VO 


J.'ater  at  Grade   /Q./6~ 


l,    EST  READING  OVER  ENTIRE  PERIOD : 3 //LI /VO  "•<  a t er   at   Grade      9,7  7 
HIGHEST  HEADING  OVER  ENTIRE'  PERIOD  '.y/zc/YO  Water  at   Grade   /  n.9Y 


Data  Transcribed  By_ 


Checked  By 


AJ± 


Remarks 


Note:      See  explanatory  notes  on 
first  page  of   this  Book 


Date  of  tLeyoTt////V/V0 
Approved  By   /    ./?, 


Location: 


REPORT  ON  ORG!  [        uEVEL  STATION 

NE  corner  of  Northampton  St.  &  Shawmut  tation 
Avenue  o. 


9-107 


J 


5HAWMUT 


-^ 


Sketch  Drawn  By    T?.B 


O'(o" 


Ave. 

z 
o 

h 
< 

X 

h 

o 
z: 

_C  he  c  ke  d     y         J.C.  S  c  al  e     No  NE 


'.ell   installed 


Depth 


Grade   Top   of    .'ell     / £  J t 


Readings   taken  over   oeriod  fromj/fr/^to 


7^ 


and  from 


to   date 


First  reading  taken_ 


^ 


//f/&> 


Latest  readi   g  taken_ 


J//JM4J£SL 


later   at     rade    /  o>  s~^b 
ater   at  Grade  /  p ,  J_  / 


LC  .EST  READING  OViR  EMTIBE  PERIOD  Wo/J-3/Yd      ater    at   Grade        ?.  9 £> 
HIGHEST  READING  OVER  ENTIB1  rERiOD :  y/V/yg  ..ater  at  Grade  /  Q.SV 

~X=o  ^V^ Che  eke  d    I  >y 


Data  Trauscrihed  By_ 


AM. 


Remarks: 


:ote:      See  explanatory  notes   on 
first  page  of   this  Book 


Date   of   :  eooT%////y/y/) 
A  proved  by     /_  .  $. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 


Location:   N  side  of  Sahwmut  Ave.  14'  E  of 
.  orcester  Street 


Station 

No.        9-111 


5  HAWMUT 


J 


0'6" 


f 


Ave 


h 

kl 

u 

o 

Sketch  Drawn  By     R.B.  Checked  By        ^\.c.  Scale     NONE 

Well   Installed  ^/'f/Jf Depth Grade  Top  of   »ell     /7-  b  ^ 

Readings  taken   over   period  f  rom^/£^M>to_ 
First  reading  taken ^Jj/O^^ 


and  from 


to  date 


Water  at   Grade     4/</?> 


Latest  reading  taken_ 


////y/v 


_Water  at  Grade     </.<.5~L 


LP". "EST  READING  OVER  ENTIRE  PERIOD :  9/  9/^0     ..ater    at   Grade    jr.t,  0 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  .r/jiV/Vl  »  ater   at   Grade  //.3  / 

^^-"  Checked  By A.M. 


Data  Transcribed  By- 


Remarks: 


5'   gravel 

b'-9'    haru    sane    anu    gravel 
9' -15'    hard   yellow   clay 
;r   at    7 ' 


Note:      See   explanatory  notes  on 
first   page   of  this  Book 


Date   of  Report////y/Vl 
Approved  By 


• 


/ 


REPORT   ON   GROUND  WATER   LEVEL  STATION 

Location:       S   side  of  Ruggles  St.   16'   E  of  Junction      Station 

of  Buggies  and  '.hittier  Streets  No.       9-112 


Columbus     Ave. 


73 

c 

(? 

r 


Sketch  Drawn  By      R.  B 


^Checked  By       .  If 


Scale    None 


up   to  6c  ihcl.    3/15/39      lo.89f 
Well   Installed     ¥/f/^^  Depth     /J~'-  &  *  Grade  Top  of  Well      t1>io 
Readings   taken  over  period  from^Q*  to*//?/??  and  £rom*//'6/yrto  date 
First  reading  taken W^Z-fi- Water  at   Grade       j>*d£> 


Latest  reading   taken_ 


/  Li  7/YO 


_Water  at   Grade     &.JTS 


LOWEST  READING  OVER  ENTIRE  PERIOD:  l///jl/J3Z  Water  at   Grade    V,V^ 
HIGHEST  READING  OVER  ENTIRE  PERIOD:  7// jf/yp   Water  at   Grade    P.WJL 


Data   Transcribed  By_ 


3^^ 


Checked  By 


AM. 


Remarks: 


8'    water 
11'    s  a  nd 
12' -o"    clay 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report/// 7/4/0 
Approved  By  I  t  R, 


> 


REPORT  ON  GROUND  WaTER  LEVEL  STaTION 


Location:   S  side  of  Tremont  St.  8*  W  of  v;  Newton 
Street 


Station 

No.        9-113 


J 


h 


tremont 


-^)8b"[— 


Sketch  Drawn  By      R.B 


O 

h 


Checked  By 


St. 


iU. 


Seal e      NOM  E 


Well  Installed  ^/f/^L      Depth      A   ~  *       Grade   Top  of  Well  /f~*  &C?- 
Readings    taken  over  period   f  vom*7*/<?l  X,o?/&/3f  and   fron^^/^to  date 

First   reading   taken d>~~/^/3 jl Water  at   Grade     9-  *? S 

Latest  reading  taken ////V/Vl Water  at  Grade    £/,  tf  7 

LOWEST  READING  OVER  ENTIRE  PERIOD: //////j  7      Water  at   Grade    ,3.S 0 
HIGHEST   READING  OVER  ENTIRE  PERIOD:  3/C? /VD  Water  at   Grade    ^,  9  f 


Data   Transcribed  By_ 


%  «f\ 


Checked  By 


A^L. 


Remarks : 


10'    sand   &   gravel 
±5'    sand 


Note:      See   explanatory  notes   on 
first  page   of   this   Book 


Date  of   Report  llllH/Vt) 
Approved  By    /.. ,  B,    _ 
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REPORT   ON   GROUND  WATER    LEVEL   STATION 


Location:      E   side   of  ...  Brookline    St.    39*   S  of 
Tremont    Street 


Station 

No.      9-H4 


(- 
CO 


- 39'0,L-*\ 


Tremont 


St. 


~>> 


Sketch  Drawn  3y  R.B 


Well   Installed 


lU 

z 

o 
o 

Checked  By 


JX, 


Scale    None 


Depth 


Grade  Top  of  Well     /j~j*^// 

Readings   taken  overperiod   £roa\yf^t,  toffe?&fan&  fronr-^^^to  date 
First   reading   taken ^/tt/^-i Water  at  Grade      «/*»/ 


Latest  reading   taken 


j///y/v° 


_Water  at   Grade      a/,  jt  / 


LOWEST     READING  OVER  ENTIRE  PERIOD: fjjjgfo 7    Hfater  at   Grade    d.  0  9 
HIGHEST  READING  OVER-ENTIRE  PERIOD  ;j// 9/?  7    Water  at   Grade     S,  fr  *f 


Data      Transcribed  By_ 


_Checked   By 


A.M. 


Remarks : 


Note:      See   explanatory  notes  on 
First   page   of    this   Book 


Date   of  Report ////y/w? 
Approved   By     /  .  R, 


REPORT    ON    GROUND  'WATER   LEVEL  STATION 

Location:        E  side  °f  Northampton  St.   in  front 
of  #371 

Station 

No.      S-9-127 

371 

• 

Northampton 

5T. 

Sketch  Drawn  By        R  B 


t- 
CO 

X 

h 

O 

_) 

a 


C  he  eked  By        J  .£ 


Scale      None 


Well  Installed 


Depth 


Grade  Top  of  Viiell     7  y£  // 


Readings   taken  over  period   from^/k^^to^^?  and  from#*^fr^>to  date 
First  reading   taken /a./ jzX/^l Water  at  Grade 


Latest  reading    taken_ 


JI//J-/VO 


_Water  at  Grade p/u  oqed 


LOWEST      READING  OVER  ENTIRE  PERIOD x/q/jli/z  7    Water  at   Grade     ft/  f 
HIGHEST  READING  OVER  ENTIRE  PERIOD;  jyVvAJ?      Water  at   Grade  /A. 7/ 


Data   Transcribed  By_ 


/S.P, 


Checked  By 


A.M. 


Remarks : 


Note:      See   explanatory  notes    on 
first  page  of   this   Book 


Date   of  Report ///Af/Vd 
Approved  By  L_  >R, 


'. 


. 


. 


- 


■ 
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REPORT  ON  GROUND  WATER  LEVEL  STATION 


Location:   E  side  of  Camden  bt.  5*  N  of  Tremont 
Street  Bldg.  Line 


Station 

No.      5-9-139 


-*\*'°1r 


<0 


Camden 


St. 


Sketch  Drawn  By         R-B, 


Well   Installed 


o 


_Depth_ 


^Checked  3y       j.c, 


sea  le    None 


Grade  Top  of  Well    /fZ  9? 


Readings    taken  over  period  f Tom/a///?£  toJt/tf/jf  and   from£/££^j>to  date 

First  reading    taken /-V//3C Water  at   Grade    ^C$4*~' 

Latest   reading   taken  ///at/V/) Water  at  Grade_J?i£Z_3/__ 


LOWEST   READING  OVER  SiNTIRE  PERIOD:   ////^./?7    Water  at   Grade  j_  ,jj  6 
HIGHEST   READING  OVER  ENTIRE  PERIOD:  7/C  /3  7    Water  at   Grade     9^0 

Data   Transcribed  3y 5*'F» 


Checked  By 


A.M.     . 


Remarks : 


Note:      See   explanatory  notes   on 
first  page  of   this   Book 


Date  of  Report 


Approved   By     /_../?, 


_ 

- 

-         • 
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REPORT   ON   GROUND  tajiTEK   LEVEL  STATION 


Location:          E   side  of  Massachusetts  Avenue    in  front    Station 
of  #502  S  of  Tremont  Street No.     S-9-140 


Tremont 


> 
< 


5t. 


Sketch  Drawn  By      R.B. 


< 


.Checked   By      .LC 


r 


* 


Q 


_Sca  le     None 


Well   Installed 


Depth Grade   Top  of  Well      /J~.t9 

Readings   taken  over  period   f vomlty/fac  to/f^6f  and  from VAb/y 9 to  date 
First   reading   taken /2~/s X? C Water  at   Grade       i,  L? 


Latest  reading   taken_ 


////V/yo 


_Water  at   Grade      £90 


LOWEST   REhDING  OVER  ENTIRE  PERIOD:////^/ 3  7    Water  at   Grade      S.3  (p 
HIGHEST  READING  OVER  ENTIRE  PERIOD: J~/oA? 7    Water  at  Grade       9,  6,  I 


Data   Transcribed  By_ 


fi-P. 


C he eked   By 


AM. 


Remarks : 


Note:      See   explanatory  notes   on 
first  page  of   this   Book 


Date  of  Report  ////V/VQ 
Approved   By    !  .R, 
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REPORT   ON   GROUND  WATER  LEVEL    STATION 


Location:        "    side   of  '"'•   Concord  St.    2«   S  of   Tremont  Station 

Street  31dg.   Line  N0.       s-9-14 


«0 


TR  EMO NT 


St. 


T 


Sketch  Drawn  By     R.B- 


Q 

o 
o 
z 
o 
o 

Checked  3y_ 


/T 


AL: 


Scale       NOME 


Well  Installed 


Depth 


Grade  Top  of  Well    /f~»  9( 

Readings  taken  over  period  f  rom/4^/6^ to#Wf  and  tTowffi/jc&to  date 
First  reading  taken /3.///J  C V.ater  at   Grade      f  •  Y~9 


Latest  reading  taken_ 


////y/yq 


later  at   Grade     3 .  9  / 


LOWEST  READING  OVER  ENTIRE  PERIOD ;  9/9/*/Q    Water  at   Grade     /  3  3 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  7/A.ffjZ  Water   at  Grade     9.9  / 

5^-V^  . Checked  By 4.M. 


Data  Transcribed  By 


Remarks: 


Note:     See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Reuort ////VA^ 

Approved  By    /_  .  R. 
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REPORT    ON   GROUND   WATER   LEVEL  STATION 
Location:     N  side     of    ..  Brookline  Street  in  front     StaJ*ions  g  142 

Of    #111 NO,       b-tf-JA4 


III 


W.  Brookline     5t. 


z 
< 


Sketch  Drawn  By     R.  B 


Well   Installed 


_Checked   By     j.f_, 


Scale      None 


Depth 


Grade  Top  of  Well    /£#  ^ 


Readings    taken  over  period  from/^/>6  tofyj/ff  and   from^/^^to  date 
First  reading  taken /zl/sX* L Water  at  Grade      *f,  /£ 


Latest   reading  taken_ 


////*//yo 


_Water  at   Grade     p.^/T 


LOWEST  READING   OVER  ENTIRE  PERIOD:  iV  7/*//)      Water  at   Grade    ^^V 
HIGHEST  READING  OVER  ENTIRE  PERIOD u/yy/jf     Water  at   Grade  /*/,*// 

Data   Transcribed  By  j^ ; V* ; Checked   By A.M. 


Remarks : 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report  1 1 //*//*/ 0 
Approved  By  /.  .B. 
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REPORT  ON  GROUND  WATER  LEVEL  STATION 


Location: 


E  side  of  Springfield  St.  13 f   N  of 
Shawmut  Avenue 


Station 

No.      S-9-146 


\*-l3'0' 


Hi 
> 
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W.  Springfield 


St. 


Sketch  Drawn  By   R.B 
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D 

< 

X 

_C  he  eked  By_ 


Scale  None 


Well  Installed 


Depth 


Grade  Top  of  Well     /^JQ 


Readings   taken  over  period  from^^4yfr£toJ^£f and  from^^ftto  date 
First  reading   taken /-*/-VC3 (. Water  at  Grade       9.9^ 


Latest   reading  taken_ 


////y/yo 


Water  at  Grade       y.?7 


LOWEST  READING  OVER  ENTIRE  PERIOD:    <?/  9/Vn  Water  at   Grade      7,  S  I 
HIGHEST  READING  OVER  ENTIRE  PERIOD: ±//a/WO  Water  at  Grade  /  o.A.JL 

S^. Checked  By A.  M  , 


Data   Transcribed  By 


Rema  rks : 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report////V/V^ 
Approved  By  L_.R. 
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REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:   E  side  of  ,  .  Newton  St.  8*  S  of  Shawmut 
Avenue  B.L. 


Station 

No.        S-9-147 


UJ 

> 
< 


W.  Newton 


J 


-+\8  0'\+- 


5t. 


Sketch  Drawn  By  R .  E> . 


2 

< 

i 


^Checked  By   ,  I.  C. 


Scale  NON  E. 


Well  Installed 


_Depth 


Grade  Top   of  Well     /J~**~7 

Readings   taken  over  period  Hvoxo/Y^/^C  to//?/*?  and  from/z^Wto  date 
First  reading   taken /£/&./&  t, Water  at   Grade         ^  fo 


Latest  reading   taken 


////V/YQ 


_Water  at  Grade    //f  ^  / 


LOWEST  READING  OVER  ENTIRE  PERIOD sV/Z//^f    Water  at   Grade     <p.  6 /C 
HIGHEST   READING  OVER  ENTIRE  PERIOD:  9/9 L  If?    Water  at  Grade  /  V,  jf X 


Data   Transcribed  By 


£^P 


Checked  By 


A,M. 


Remarks : 


Note:      See   explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ////y/V/9 
Approved  By    /_  ,/?, 


.    .    .  . 

■  • 

__  _  '  — 


. 


Location: 


REPORT   ON   GROUND  WATER  LEVEL  STATION 

N  side   of    Camden  St.    7»  W   of 
Washington  St»  Bldg.   Line 


Station 

No.       S-9-149 


r 


z 

Id 

< 


JO 

T 


Washington 


St. 


Sketch  Drawn  By      R .  B 


Well   Installed 


_C  he  eked  By       J.c. 


Sea  le      NONE 


Depth 


Grade  Top  of  Well        J7,l>5~ 

Readings   taken  over  period  f rom/y*/?^  to3/?d/j>7  and  f  romv^f^gto  date 
First   reading   taken /£-/*/3<- Water  at  Grade         1,  /*~~ 


Latest  reading  taken_ 


sjyo 


JVater  at  Grade       f:  C  9 


L0W8ST  READING  OVER  ENTIRE  PERIOD:  V/^/? 7    Water  at  Grade      ,r.  ?  0 
HIGHEST  READING  OVER  ENTIRE  PERIOD; V/.r/Va  Water  at  Grade   //.fx 

-^■F.  Checked  By A.M. 


Data   Transcribed  By_ 


Rema  rks : 


Note:      See   explanatory  notes   on 
first  page   of   this   Book 


Date   of  Report ////jj  /V6 
Approved  By  L.R. 
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_ 

_ 
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Location: 


REPORT   ON  GROUND  WATER   LEVEL  STATION 

N  side  of  W.   Concord  St.  14*   V,    of 
Washington  Building  Line 


Station 

No.       S-9-150 


\*-/4'0'^-*\ 


W.Concord     St. 


E.  Concord    St. 


Sketch  Drawn  By        R ,  B 


1 
o 

h 

z 

X 

< 

Checked  By 


LL. 


Scale     None 


Well   Installed 


Depth 


Grade  Top  of  Well      /&■  ?-* 

Readings   taken  over  period  from/y^X-to^^f  and  from  ffJ/fc?> to  date 
First  reading  taken /4/2/C3C Water  at  Grade       P*  V-* 


Latest  reading  taken 


UjMLjjio 


Water  at   Grade 


(,YJ 


LOWEST  REaDING  OVER  ENTIRE  PERIOD i/o/xi/vo  Water  at   Grade      J~,  C  ? 
HIGHEST  READING  OVER   ENTIRE  PERIOD i6//fi/3?  Water  at   Grade  /V,  f 3 


Data   Transcribed  By 


Checked  By 


A.M. 


Remarks : 


Note:      See   explanatory  notes   on 
first  page   of   this   Book 


Date   of  Report ////V/VD 
Approved  By      /    .  B. 
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_ 
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■ 


REPORT  ON  GROUND  *'AT  .R  LEVEL  STAT] 

Location:      S   side   of   Crescent  Ave.    on  P.O.   of 
Sydney  St.  and  Crescent  Avenue. 


tation 
No.       13-08 


Sketch  Drawn  3y       £>.#■ 


_Checked  By      R.K  . 


Scale     Sfone 


'"ell    installed    6>/?<?/s6    Depth      /J"  Grade  Ton  of     ell       /C. /oa 

Readings  taken  over  period  from  J//r/jd  t o  Yfe/sf  and  f  roin^^V/  to  date 

First  reading  taken 7/y*~~/^3  L Water  at  Grade        //,  y-f 

Latest  reading  taken /fl/c^/yo Water  at  Grade      fr.C  *f 

LP. .EST  R]    3       G  OVER  ENTIRE  :  gJjfti?      ater   at   Grade       7.  J 'F 

HIGHEST  READING  OVER  ENTIRE  PERIOD  :f///9/jC  Water  at  Crade/^L  ^J" 


Data  Transcribed   By 


B.F. 


Checked  By 


AJ± 


Reiuarks : 


10'    sand   &  gravel 
10'-15»    clay 


Note:      See  explanatory  notes  on 
first  pa  e   of  this   j.ook 


Date  of  Report/ o/z^M? 
Ap  or  o  ve  d     y     /_  .  B. 


PORT  ON  GROUND  WATER  LEVEL  STATION 

Location:    s  side  of  Harborview  St.  4  7*  W  of 
Sydney  Street 


Station 

No.   13-H 


*SO 


N/?A3QR.V/EW    St. 


* 47  O' 


~\ 


Sketch  ^rawn  3y      ^  ^ 


_C he  eked  By      R.  K. 


Scale     stono. 


Bfell   installed      T/l/SC  Depth     /g~_^         Grade  To     of     ell   <£/■  <*-~d  <? 
Readings   taken  over  period  ?W3.nf/i-/?tXo4//<//3f  and  f  ro:  r-£^/y:<*  to   date 

irst   reading  taken 7//s~/3C V,rater   at   Grade       ~7.  7s~~ 

Latest   reading  taken /  n/^j/vo .'.ater   at  Grade  p  r  y 

LOWEST  READING  OVE]     E  TIRE   PERIOD  wa.// 7/3  7  Water   at   Grade    /..  7S 
HIGHEST  READING  OVER  ENTIRE  PERIOD  '.5/7/^0      ater  at   Grade    <?.SH 


Data  Transcribed  By 


P..  R 


Checked  3y 


AM. 


Re^arZsT 


7' -6  hard   sand  &.  gravel 
7 '-6   to   10'    clay  &  sand 
10'    to   15* -6  fine   sand 


Note:      See   explanatory  notes  on 
first   page   of   this  Book 


-ate  of  Re   ovty q/j. 3/yo 
roved     y    /    ./?, 


REPORT    Od    GROUND  ]I.hTEr    LEVEL    STATION 


Location:       E   side  of  Sydney  St.   on  P.O.      opp.  Station 

63  Sydney  St.   480 «   S  of  Property  Ling    of  Hagtlan|      No. 


13-18 


J  YD  jvz  y 


48  'O    TO  Hf)JZ7Lf)HDSr- 


1 


£ 


S 


63 


SKetch  Drawn  By      ^ ■&- 


_Checked   By        R.  K , 


Scale      None 


Well    Installed      t>/Xf/?t  ^epth 


Grade   lop  of  V.  e  1  ~±_j£-J[JZ? 


Readings    taxen   over   period   from  ^//j/^to  /564^-y a nd  from  fey/y^o    Jate 

First    reading   taken J//i~/3C n.ater  at   Grade       /p.  jz  j 

Latest   reading   taken /  o  /  3*.  3  /Vo Voter  at    jraoe      ^  £/& 

LOWEST   READING   OVER   ENTIRE  PERIOD  y^/g^/y^  mater   at    Grade     ^-VC 
HIGHEST   READING   OVER   ENTIRE  PERIOD ;  V/^.  i/j?  fta  ter  at    Jrade  /  /  ,*/J 


Data    Transcribed   Ey_ 


4>.f 


Checked   By_ 


AM, 


remarks  : 


10'    clay  6.  sand 

10'    to   15'-6  fine    sand    (little    clay) 


Note:      See   explanatory   notes   on 
first    oage   of   this   Book 


i;ate   of  Report/0/2 3/VO 
approved   By    /_  .B, 


Location: 


REPORT  ON   GROUND  WAT]  /EL  STATION 

S   side   of  Mile  Road,    270'    from  center   line 
of  Old   Colony  1'arkway  Overpass 


Station 

No.      13 -El 


I' 


$k  flM£.Rtc/1rt 


Pl/inT 


•• 734 


H7 

1K 


AT  ILL        &OS)D 


\\ 


Sketch  Drawn  By      /.-■£■■  Checked  3y      R.K.  Scale    >/o^g 


Well   Installed  3/2-(./jj"   Depth 


Grade  Top   of  V,ell_ 

Readings  taken  over   period   from/^/^&f  to and  from 

First   reading  taken /o/jt/JT Water  at  Grade_ 


to   date 


Latest  reading  taken_ 


///7/.?y 


LOWEST   READING  OVER  ENTIRE   PLRI0D:_ 
HIGHEST  READING  OVER   ENTIRE  PERIOD: 


_Water  at   Grade  no  grade 
Water  at   Grade 


7/ater  at  Grade 


Data  Transcribed  By 


&■* 


Che  eke  d 


AM- 


Remarks 


Pilling 

Clay 

Very  fine   sand 


Note:      £>ee   explanatory  notes  on 
first   page   of  this   Book 


Date   of  Report  /  //7/J? 
Approved  By    j    ./?. 


REPORT  ON  GROI     "         iTE     ^EVEL  STATION 

Location:         S   side      of  iS®^S^)--&U   147*   E  of  q+fi  +  d«r, 

Electric  poie   Zc  A         .  _    -...,.  TTrt         t*  p? 
-gff  near  American  Radiator  ^o.       lo-^ti 


riant 


MJLE      8-O/JD 


-45-0' 


//7-0 


HI 


26 


■30  0 


JZOO't  TO  CENTER  L/M£  OF  OLD  COLOA/y  PARKWAY OVEJLP/9SS- 


S ketch  Lrawn  3y 


A.M. 


C he  eked   ::y      R.  K. 


>cale   >yb/2e 


ell  installed  ^U^6i^DeT3th 


Grade    lop   of    .ell 

Readings   taken  over  period   from to and  from to   date 

First   reading   taken 


Latest   reading  taken 


.V-ater   at   kradeMQ,  GRADE 
j.ater  at   GradeiVo,  GRADE 


L .  .  j,ST  READING   0V-1R  ENTIRE  PERIOD 


IIGHEL'T  READING   0VE1         TIRE  PERIOD: 


Data  Transcribed     y 


J^E. 


_Checked  By 


j.ater  at  Grade_ 
V,"ater    at   Grade 


A-M. 


Remarks: 


Pilling 

sand   and   gravel 


Hote:      See   explanatory   notes  on 
first   page  of  this  Book 


Date   of  Report 


approved     y     /   .  R. 


REPORT   ON  GROUND  WATER  LEVEL   STATION 

Location:      S  sidggof   Mt.   Vgrnon  St.   95*    E  of  Elec. 
Pole  -gy-  near  American  Radiator   Plant 


Station 

No.      13-23 


Sketch  .Drawn  By  *=J^h) 


¥*- 


_Checked  By       /?,/<■ 


Scale 


^ 


£2i^ 


Well   Installed Depth Grade   T0p   of  Well 

Readings   taken  over   period  from to and  from to   date 


First  reading  taken 


JVater  at   Grade  no  grudz 


Latest  reading  taken 


y//4/yg 


Water  at   Grade  no  crape 


LOWEST  READING  OViR  ENTIRE  PERIOD:, 
HIGHEST  READING  OVER  ENTIRE  El  RIOD 


Water  at  Grade 


Water  at  Grade 


Data  Transcribed  By_ 


Checked  By 


A.M. 


Remarks: 


Note:      See  explanatory  notes  on 
first  page   of   this   Book 


Date   of   Report  V//b/VO 
Approved  By     /_./?, 


Loca  tion 


REPORT   ON    GROUND  WATER   LEVEI    STATION 

W   side   of  Savin  Hill   Ct.,   near     hydrant  Station 

212 •  N  of  Savin  Hill  Avenue  No.       13-24 


112.-  6 


JfiVJN 


i 


^ 


ftge(r__i 


{ 


N/ll  Ct.  ( P£/v/}7£V//jy) 


Sketch  Drawn  By_ 


/.  /L 


.Checked  By      Rm K , 


icale    /lone. 


Grade  Top  of    .ell 


Well   Installed  J7*z-//3f  Dent  : 

Readings   taken  over  period  from/ o/f/3 j*to?/<//J  ?  a.-d    ?v  a. */■?/*  at  o  date 
First  reading  taken /»/*/<;  r ..ater  at   Grade n o 


Latest  reading  taken /o/a..i/*/0 


/Water   at   Grade  PI  ^qged 


LOWEST  READING  OVER  ENTIRE  PERIOD: 


.IGI-'EST   READING  OV   I  TIRE  .ERIGD: 


_  ater  at   Grade 
ater  at   Grade 


Data  Transcribed     y 


___S. 


_Checked      y 


A.M. 


Remarks 


3'    dirt  fill 
3»-5'    beach  sand 
5'-20'    sand   and   clay 


Bote:      See   explanatory  notes  on 
First  page   of  this   Book 


i-ate   of  Report/^/aj/Vfl 
roved     y    j_.fl. 


REPORT     i  .         D    I'KATfi  i 

Loc^tioniW    side    of   Davitt    St.,    lb'    N   of    entrance        Station 


to   ,,14 


HO  . 


13-27 


$ 

^ 


1 


«'* 


JL 


6W^ 

Payi+-t 


J£' 


J+.(/°r£Wby} 


Sketcn  Drawn   By=- 


=3±2f. 


Checked    By        /^ K , 


Well    installed   J~/j//jf Depth_ 


Scale 


headings    taken  over   period    i'rom_ 
First    reaaing    ta  :cen 


Latest    reading    Uken y / ^ j5~/y<3 


LOWEST    ....        -       .  .  [RE   PERIOD: 


-      j     .    CV  -  D: 


/£ 


Ar^U^ 


_jraae   Top   of   Well 

t o a  rid    f  ro m t o    :aie 

Water  at    jraaeiyp  g/?AP£ 

V^a  t  e  r  at    J  ra  d  e  p/u  cged 


Water  at    irade 

at    j!' 


Data    Transcribed    By 


Checked 


A,M, 


ttema  r,:s  : 


lote:      See    explanatory   notes    on 
first    oa:-e    o£    this    book 


Date    of    rC e nor t V/^jV V fl 
«pprov3  :      ;        /.../?, 


REPORT  ON  GROUND  L   STATION 


Location:         E  side  of  Dillingham  St.   16'   N  of 
entrance  to    #39 


Station 

No.       13-28 


I  I   I  i  I  1  i   i  I   l   l  I 


I  £  of  Cilrdnce 
■  io  /Jo.  39 


Sketch  Drawn  By      **   ^- 


C  he  eked  By       R.K. 


Scale       //one 


Well   Installed     l/t/3f   Depth 


Grade  Top  of  Well_ 


Readings  taken  over  period  from/fl/r/^Tto  ///7/>yand  froxAj/zyyiKo  date 
First  reading  taken /o/r/3* Water  at  Grade 


Latest  reading  taken         //j/j..i/V^ 

LO'.VEST  READING  OVER   ENTIRE   PERIOD:. 
HIGHEST   READING  OVER   ENTIRE  PERIOD 

Data  Transcribed  By £-F. 


Water  at  Grade  no  ^radf 

Water  at  Grade 


Water  at   Grade 


Checked  By_ 


AiMt 


Remarks: 


5'    sand   and   gravel 

b'-2b'    Beach  sand 

2b'-30'  Bsach  sand  and  clay 


Note:     See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  ^ev>OTt/o/2.J/^a 
Approved  By   /  ./3. 


REPOrtT   ON  GROUND  WATER   LEVEL  STATION 

Location:         W    side   of  Springdale   St.,   on  corner 
of  Ilaystead  Rd. 


Station 

No .        1 3-29 


jpjZJSS6D/?L£ 


P£/?r6/£OUND 


Sketch  Drawn  By      L.&.. 


^Checked  By        R.K. 


Scale    No/7e 


Well   Installed     fr/i/-^     Depth Grade   Top  of  Well__ 

Readings    taken  over  period  from^A/yoto and  from 

First   reading  taken ^^.Jli-— _Water  at   Grade_ 


to  date 


Latest  reading  taken 


/o/<Lj/va 


LOWEST   READING   OVER  ENTIRE  PERIOD: 


HIGHEST   READING  OVER  ENTIRE   PERIOD: 


_Water  at   Grade  Mo  fi RAPE 


JAIater  at   Grade_ 
Water  at  Grade 


Data   Transcribed  By_ 


&£, 


_G  he  eked  3y_ 


A.M, 


Remarks : 


5'    cinders 

5'-10'    cinders   and   gravel 
10'-15'    sand   and   gravel 


Note:      See   explanatory  notes   on 
First  page   of   this   Book 


Date   of   Report/ q/jl3 /VO 
Approved  By     /_  .R. 


j 


- 


REPORT   ON   GROUND   WA  EB  LEVEL   STATION 

Location:        E   side  of  Denny  Street,    opposite 
Springdale   Street,   39*   S  of   Bayside  Bungalow 


Station 

No .         13-30 


Sketch  Drawn  By     L.&.. 


_Checked  By       RJ<, 


Scale    //o/ac 


_Grade   Top   of  Well 


Well   Installed     C/*3/3P   Depth 

Readings   taken  over  period  from/^/^rtO/^/JK^and  from^/fryfr-jto  date 
First  reading  taken / o/J-/^^ ..ater  at  Grade  mq  ^RADE 


Latest   reading  taken_ 


/Q/jLj/YQ 


LO   EST  READING  OVER   ENTIRE   .   _RI0D: 


HIGHEST  READING  OVER  ENTIRE   PERIOD: 


J.ater  at  Grade  n  R\f 


j.ater   at   Grade_ 
'.."ater  at   Grade 


Data  Transcribed  By 


B.r. 


C he  eked  By_ 


AJ^L 


Remarks: 


17 g1    sand   and   gravel 


Note:      See   explanatory  notes  on 
first  page   of   this  Book 


Date  of  xteport/ 0/^3/ YQ 
Approved  ^y  [ $. 


REPORT  ON  GRUUiB   WATER  LEVEL  STATION 

Location:        E   side  of  Maryland   St.    7f   N  of  Bay  St.  Station 

No.      13-31 


'£7 


«Zb 


15  /}  Y  *5   7  £L  £  £ 


J 


Sketch  Drawn  By       Z,/£ 


_Checked  By      RX. 


Scale    7Vo^?e 


Well   Installed      1///3  6    Depth     /^-^       Grade  Top  of    ..ell  /f.  J *{-C 
Readings    taken  over  period   from s/j/3 l  to  Y/^/1j9 and   from  7/z_y/vjto   date 
First  reading  taken fyC?  'jc Water  at  Grade     /A  3  L 


Latest  reading  taken 


/Q/?-a/VO 


J."ater    at  Grade   //.7V 


L0V.LST  READING  OVER  ENTI  -HI  OP  :/*.//  7J37  Water   at   Grade  ;p.7(S 

HIGHEST   kEADING  OVER   ENTIRE     ERiOD :  ?/X7h7    ..ater   at  Grade  /3.03 

Data  Transcribed  By £>■  F- Checked  By A.M. 


Remarks: 


4'    fill 

4'-9'    gravel    (water  at   8') 

9'-12i'    gravel    (clay  &  sand   at    bottom) 


Note:      See   explanatory  notes   on 
first  page   of  this  Book 


Date   of  tievort/ a/jLl/VO 
Approved  By  [_.J3. 


DUHN 


0! 

0 


tsa 


jQ  /?y    >J 


}JIS4- 


7M/ 


£JL 


Wa;  _<£!££_ 

7L 

i 


Dat 


fi-K 


AM. 


. 


REPORT   0;     GROUND    ,.ATER   LEVEL  STATION 


Location:      S   side  of  Bay  St.    271   E  of  Dorchester 

Avenue 


Dunn-  Cr. 


o 


*jj5a 


Station 

No.    15-02 


« 27 -O"  


'/JS4 


Sketoh  Drawn  By      Z..  A? 


.Checked  By        R.K . 


cale    //o/ze 


Grade  Top  of  Well    /?^7^ 


Well   Installed   7M/3C       Depth 

Readings   taken  over   period  fTOuiffc/jL  Xoj/yA?  and  from  tff/y*\.o   date 
First  reading  taken f/j/st Water  at   Grade      S^.  S'C 


Latest  reading  taken 


/  0/f  J  V0 


J'ater  at   Grade     9.J~/) 


LC'.EST  READING  0V.1R  ENTIRE  PERIOD :  y//.3/? 7  '  ater  at   Grade     jr. 7 L 
HIGHEST  READING  OVEE   ENTIRE      ER IQD  ;  y/j.  JJ17     ate r  at   Grade  / Q.S  9 


Data  Transcribed  By 


Checked  3y_ 


AM. 


Remarks 


0'    fill 

8'    to   15' -6"    clay   &  sand 


.Tote:      See   eyolanatory  notes   on 
first  pare   of  this  Book 


Date   o  oTt/  o//  /yo 

Approved  By     /    ,  R, 


REPORT  ON  GROUND  WATER  LEVEL    STATION 

Location:  I   side  of  Auckland  St.    14'   N  of  Dewar  St^^^ 

No.       15-03 


J  fiLU$SELL 
BO/LE.R  WORKS 


J?  C/CJ<L/?JVD 


./">. 


—lf'O  — 


■fi 


Sketch  Drawn  By      L.  £ 


.Checked  By      gj^ 


Scale    //one 


T/ell   Installed    7/J/3C       Depth Grade   Top  of  V.ell      /?.S~Cf 

Readings  taken  over  period  fvoxwi/j/JC    to  //tf&f  and  fror;i^^^££_to    date 

First   reading  taken Sy3/sC ..ater   at   Grade      f-  *?*/- 

Latest  reading  taken /  o  / a.  V/Vfl Water  at   Grade     Jr.  6,    9 


LOWEST   READING  OVER  ENTIRE  1- ER  10D :  ///  7/  Vi    '■•  ater   at   Grade     ft  Q  7 
HIGHEST  READING  OVER  ENTIRE  PERIOD  '.3/jar/vo  '..'ater   at   Grade     ?,  <f '  J_ 


Data  Transcribed  By 


Checked  By 


AM. 


Remarks 


5 1  -6:' 

5' -6   to   lb' -5   sand   o.  gravel   fill 

9'    water 


Note:      See   explanatory  notes  on 
first  page   of   this  Book 


Date   of  Re oor t / q/jl y/va 
Approved  By     /  _  .R. 


REPORT   ON   GROUi.D    .<ATER  LEVEL   STATION 

Location:  3ide   of  Dorchester  At©.    13'   S  of   Hoyt     Station 

St.  No.      15-04 


D  OR.CH EJT£  fl         /9vE. 


h-/3-0-» 


JR46 


o 


£7/1 7 /ON 


XjC 


Sketch  Drawn  By     L.fiL. 


^Checked  By       R.K. 


Well   Installed      1/C/jC      Depth 


Scale    A'o-ae. 


_Grade  Top  of    ..ell    /f-S'/f 


Readings  taken  over  period  fTomJ/s/jC  to>y^6>and  from-A^y ato  date 

First  reading   taken ^/3/jl Water  at  Grade      p.  A  (> 

Latest  reading  taken / o/ 2.  y/y<7 Water  at  Grade     lr.<LC> 


LP  VEST  READING  OV^R  ENTIRE  PERIOD  :ya// 7/3 7   Water  at  Grade     7.1  # 
HIGHEST  READING  OVER  ENTIRE  PERIOD  :  jF/io/jf  later   at   Grade     f.  JL  / 


Data  Transcribed  By_ 


_Checked  By_ 


A.M. 


Remarks : 


9'    fill 

9'    to   15f-6    sand    (    some   clay) 


Note:      See  explanatory  notes  on 
first   pare   of  this  Book 


Date   of  ,.e nor t / p/<z  y/y  fl 
approved  By      /_  R. 


REPORT  ON  GROTJN]  SR  LEVEL   STATION 

Location:        E  side  of  Freeport  St.    on  P.C»    in 
front  of   #54 


Station 

No. 15-05 


£.    P  O    Z2-     -l 


Sketch  Drawn  3y       2,,  >e. 


_Che  eke  d  By      ff.K. 


locale     None.  ■■» 


Well   Installed       ?/£/>£   Depth Grade   Top  of    .ell     ft- 3 If 

Readings   taken  over  period  tvoviS/3^C-  ^o/ot^f  and   froir:3^yfo>to  date 
First  reading  taken f/j/jt        ..ater  at   Grade        C.  **r 


Latest  reading  taken //)/2V/V^ 


J.,  ater   at   Grade      /„ ,  V  f 


L0- EST  READING  OVER  ENTIR  u\3/z9/jf    '-ater   at   Grade     ^./J" 

HIGELST  READING  OVER  El  CI  J3U0L  :fr//f/vo    .ater   at   Grade  /  0.  99 


;ata  transcribed 


&.P. 


Remarks : 


Checked  By 


A.M. 


10'    fill 

10 »    to   15 '-6"    gravel 


Note:      See   explanatory  notes  on 
first  page   of    this  Book 


Date  of  Report/ o/jm/s/o 
Approved  By    L..R, 


REPORT   ON  GROT  .  .  STATION 

Location:        E   side   of  Freeport  St.    74'   N  of  Ellsworth      Station 

Street  No.        15-06 


*  QO 


UT 


74rO 


J*"  &  £  E  j°G  R. 


1 


Sketch  Drawn  By_ 


^.  >? 


_Checked  By         RX. 


Scale      Nojkz. 


Well   Installed    lfl/3C       Depth 


Grade  Top   of  Well     / 6 •(*£</ 

Readings   taken  over   period  fxomlr/3/jC    %of/?/$f  a  ■.-:•   f ro: :.-f^//^to   date 
First   reading  taken ?/3/jC '"ater   at  Grade         9>  09 


Latest  reading   taken_ 


/O/^HJ^O 


7.  ater  at  Grade     p,  fr  f 


L--..-cS-    -LADING  OVER   ENTIRE      LRICDi/zg/zv/ytf  -.ater  at   Grade    Jr.  ^f 
HIGHLST  READING  OVER  ENTIRE  PLRIOD  W/j.A'/vo  V.  ater   at  Grade  /ptL7 


Data  Transcribed  By 


J*f. 


Checked  3y_ 


AiM 


Remarks: 


15 » -5 
9'    Via  tar 


Note:      See  explanatory  notes  on 
first   page  of   this  Book 


Date  of  Report/ <?/av/yo 
Approved  By    L  ..R. 


REPORT   ON   GROUND  WATER  LEVEL  STATION 

Location:         W   side  of   Greenwich   St.   on  P.O.   at 
junct.   of  Freeftort ,   Greenwich  and   Clayton  Streets 


Station 

No.        15-07 


-$*■ 


J* 


Clayton  Jr. 


Sketch  Drawn  By       ^-  /P 


K 


_C hacked  By       R.U  . Scale     //one 


Well   Installed       7/^ [fl    Depth 


Grade  Top  of  Well      /C.?*~7 


Readings    taken  over  period  f vomffj/jt    to  y/^0/and  from«-^y£v  to  date 


First   reading   taken 


f/s/jC 


r 


Water  at   Grade 


^£Z 


Latest  reading   taken_ 


/o/JLV/t/o 


JVater  at  Grade    L.LA 


LOWEST  READING  OVER  ENTIRE  PERIOD : y a/ji V/yo    Water  at  Grade   ^  ,  £  3 
HIGHEST   READING  OVER  ENTIRE  PERIOD:  ^/y/j 7      Water  at   Grade    f-.Jlf 

Data   Transcribed  By Jh-  P- Checked  By A.M. 


Remarks : 


10' -b   sand   &  gravel 

10' -6    to   13' -G    silty    sand 

13'-6    to   15'-6   clay   &   sand 


Note:      See   explantory  notes   on 
first  page   of   this   Book 


Date  of  Re  po  r  t  /  of  a.  WVQ 
Approved  By     I    .  B. 


■ 


• 


__ 


Locations 


REPORT   ON    GROUND  WATER   LEVEL  STATION 

,.  Station 

S   side  of  Dickens  St.   in  front   of   #31  No>    15-09 


#33 


I 


*3J 


P. 


J) 7C/<£.  SV*5  Jt. 


Sketch  Drawn  By      £  ^ 


_Checked  By     R.  K  . Scale    //osze 


Well   Installed       7/&/3L     Depth     /*/  Grade   Top  of  Well     tfr  If? 

Readings   taken  over  period  fromfffr/7*  to/fy/jf  and  from  >fr^/*«to  date 

First  reading  taken f/3/sl Water  at  Grade     /0/7 

Latest  reading  taken / o /ns/vo Water  at  Grade    n  fiy 

LOWEST   READING  OVER  ENTIRE  PERIOD: S//(./*/Q  Water  at  Grade     p.  9L 
HIGHEST  READING  OVER  ENTIRE  PERIOD; y/j. r/wiWa ter  at  Grade  //.  f  V 


Data   Transcribed  By_ 


£>.^ 


Checked  BY 


AM,.. 


Remarks 


9'    fill 
9' -lid'    sand 
12'-15'    clay 
8'    water 


Note:      See   explanatory  notes  on 
first  page  of   this   Book 


Date  of  Report/^/^y/ya 
Approved    By    /    .R. 


. 


- 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

location:  S  side  of  Park  St.  on  P.O.  in  front  of    Station 

#78  No.       16-02 


#3  + 


78 


J*  /?  >e  /c      Jr. 


*37 


Sketch  urawn  By        z./?. 


_C  he  eked  By      r.k 


Scale     stone. 


Well  Installed      7/^/3 C    Depth Grade  Top  of  Well      /S~</-7? 

Readings   taken  over   period    fTom.7/i//JC  to  y/f/fj  and  from to    date 

First  reading  taken ij i.//3 C Water   at  Grade       /o> ¥-t 

Latest  reading  taken / o  / 3-  y  /  */o Water  at   Grade     ir'.JIS 

LOWEST  REAPING  OVER  ENTIRE  PERIOD:  /q/3L*//vq  ..ater   at   Grade    f.  J  T 
HIGHEST  READING  OVER  ENTIRE  I0D:^/A&/?7  Water  at   Grade  /  2..J  0 


Lata  Transcribed  By_ 
Remarks  : 


P>F. 


Checked  By 


A.M. 


10' -6n    sand   and   gravel 

10 « -6"    to   15 '-6"    clay  and   sand 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report/qAty/yo 
Approved  By    /    .3. 


^iJ'ORT  ON  GROUND   'WATER  LEVEL  STATION 


Location:      W   side   of  Sturtevant  St.    13'    S  of 
Christopher  Street 


Station 
No.    lb-03 


7 


H 


J  TUP-TEVANT        3  T 

O 
k 


1 


Sketch  Drawn  By_ 


Z../2. 


.Checked  By        R„K. 


Scale    None 


..ell  Installed  7/7/3 (  Depth  J 2?  Grade  Top  of  Well  /f.  91 A 
Readings  taken  over  period  f rem  7/2s/ttf>Qlf/(/j7  and  from  J/23/y^oo  date 
First   reading   taken 7/^/3^ Water   at   Grade       7s  of 


Latest  reading  taken 


/f?/*V/YO 


_Water  at   Grade     p.  <£  ? 


LP..  EST  READING  OVER  EOT  IRE   PL  R IOD  :  7/JL  f/3 <o      ■■  ater   at   Grade    7.  0  9 
HIGHEST  READING  OVER  ENTIRE  PERIOD:  &/  jp/7g-  Water   at   Grade  J  ^3  7 


Data  Transcribed  By_ 
Remarks : 


&F 


Checked  ^y_ 


ML 


8»-6  fill 

8' -6   to   10'    sand   ex  mud 
7'    (approx.)    water 
10'-    to    12'    sand   &   clay 


Note:      See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Retiort/fl/^V/yo 
An-)  rove  a  By     }    .B. 


REPORT  ON   GROUND   mATER   LEVEL   STATION 

Location:    N  aide   of   Parkman  St.    d'    W  of   brooks   St.        Station 

No.      16-04 


3m.ook  Jr. 


"T7! 


•9     t  • 


Sketch  Drawn  By      i.*~ 


_C  he  eked  By        R.K. 


Scale  Hona. 


Well  Installed  1/f/sC  Depth  /o'~  C  Grade  Tod  of  Well  /?,  ?/»y 
Readings  taken  over  period  f  rom^^Oc  Xofcr/ff  and  f  Toxx^f/sjt/^&Q  date 
First  reading   taken ?/*//jl Water  at   Grade      //-  jy 


Latest  reading  taken_ 


/  Q/m  J  Vfi 


.ater  at   Grade  PiticGi^n 


LOWEST  READING  OVER  ENTIRE  PERIOD:  f/j.L/*/g  Water  at    Grade  /  ^^J" 
HIGHEST  READING  OVER  ENTIRE   PERIOD:  <r/S/3S    Water  at  Grade /J, ^ 


Data  Transcribed  By_ 
Remarks: 


£.£ 


.Checked  By_ 


A.M. 


4'    water 
9'    to   15'    clay 
10' -6  well   coraoleted 


Note:      See  explanatory  not^s  on 
first  page  of   this  Book 


Date  of  Re  no  r  t/  Q/x  y/Vfl 
approved  Ey     \    .fl. 


REPORT  ON  GROUND    (ATER  LEVEL  STATION 

.Location:      S   side   of  Victory  Hd.   200'    E  of   Junction     Station 
Houghton  St.   it  Victory  Rd.  ,.        16-06 


VJCTOR.Y      jQOfiD 


Sketch  Drawn  By        jl./z. 


_Checked  By        R.K.  Scale      /fonz. 


Well   Installed     l//S/3  i-  Depth    /T-l  Grade  Top  of  Well       J 1.  <JQ(- 

Readings   taken  over  period  f romZfr yl^lt  o/^A/jyand  f rom-^V^o to    date 

First  reading  taken 7/J-1-/-3  C ,»'ater  at   Grade       <f>Ji.C 

Latest  reading  taken y  o  /m/VD Water  at   Grade     7.d0 

LC.EST  READING  OVER  ^TIRE  rERIOD:  ?//o/<3t>  '-ater   at   Grade     7  07 
HIGHEST  READING  OVER  ENTIRE     LRIOD:  V/^z/.M  ..ater  at    Grade_//,7y 


Data  Transcribed  By 


Z-P. 


_Checked  By_ 


AM. 


Remarks 


11'    fill,    gravel  L   stones 

8'    (?)    water 

11'    to   15 ' -6   sand,    consideroile   clay 


Note:      See   explanatory  notes  on 
first  page   of  this  ^ook 


Date   of  Re  >ovt/ o/zy/VO 
Approved  By   \_.R. 


REPORT  ON  GROUND  v.'ATER  LEVEL  STATION 

Location:  W  side  of  Mill  St.  12'  N  of  Victory  Hd.   Station 

.o.       16-09 


Q 


VICTOR.V     /loflD 


*  79 


Sketch  Lrawn  By 


jL./Z 


JChecked  By       /?.K. 


Scale    None 


Well   Installed     1//^^     Depth   SS  -  L        Grade  Top  of     ell_/±L2j££_ 
Readings   taken   over  period    from  jAy&t-  to  ij/f/j f  an d  frorru^^/^to   date 

First  reading  taken 7/l*/Jl- Water  at   Grade       7^(- 

Latest   reading  taken /o/2-  V/Va Water   at   Grade  DRy 

L  '..EST  READING  OVER  ENTIRE  IERIOD :  / ///j/j  7  I ater  at   Grade    C  Ml 
HIGHEST  READING  OVER  ENTIRE  PER IOD :  3//3///Q  ■■  ate r  at   Grade     9.  V / 

Data  Transcribed  By UF Checked  By A.M. 

"Remarks : 

10'    clay  fill 

10'    to   15 '-6  fill,    sand 

10'    water 


Note:      See   explanatory  notes   on 
first   page  of  this  ^ook 


Date  of  Repo  rt/  q/jl  ^1^/0 
Approved  fly    / /?, 


REPORT  OK  GROUND  WATER  LEVEL  STATION 


Location:   N  side  of  Freeport  St.  on  P.C.  opp. 
Beach  Street 


Station 

o.        16-10 


J~X 


/rJ££.E.f>0/Z.T        St. 


Sketch  Drawn  By_ 


JL.AL. 


ui 

CO 


.Checked  By        R.K .  Scale    None 


Well   Installed     7/7/ J£       Depth     /f-L        Grade  Top  of  V.ell    /f-  9«*^ 

Readings   taken  over  period  froiiZfryfr^  to  "//*/} f  and  froni-3/^$go  to  date 

First  reading  taken 7/^.iAJL Water  at   Grade      <>.  73 

Latest  reading  taken y  a/ j.  *//VQ         Water  at   Grade     d  *~/0 

LOWEST  READING  OVER  ENTIRE  PERIOD:  J)/i5J3 1  Water  at   Grade    S.  73 

HIGHEST  READING  OVER  ENTIRE  PERIOD:  Wjljl/37 Water  at    Grade     7,7  3 

Data  Transcribed  ^y  JSp. Checked  ^y AiMj 


Remarks: 


8 '-6"    sand   &  gravel  fill 

8 '-6    to   10'    mud 
10'    to   15'-6   sand   ic  gravel 
10*    water 


Note:      See  explanatory  notes  on 
first  page   of   this  Book 


Date     of  Report/o/^y/vo 
Aonroved  By   /    tJQA 


Location; 


REPORT   ON   GROUND    wATER   LEVEL   STATION 
W   side   of  Freeport  St.    S   of   Union  St. 


Station 

No.  16-11 


N&PGNSBT  j5t 


Sketch  Drawn  By_ 


z./£ 


_C  he  eked  By     /?,/<■ 


Scale     //o/ie 


Well   Installed     IZ/o/jL    Depth     M'  Grade  Top  of    -ell      'iT.33  0 


Readings  taken  over  period  from j/xl/jlx, Q¥~/*Tr<jt and  from^^/^to  date 

First  reading  taken 7/**/-? 6- Water   at  Grade      9*  '4* 

Latest  reading  taken  yo/J.V/YO Water   at   Grade       9.0  f 

LOWEST  READING  OVER  ENTIRE  PERIOD  ;J%z-  o/vr    Water  at    Grade      ^ 6  6 
HIGHEST  READING  OVER  ENTIRE  PERIOD  './jJ/gfaX  Water   at   Grade  J/. 03 

Data  Transcribed  By  g.  r. Checked  By A.  M  . 

Remarks : 


6'    fill 

6'    to    12'    sand   &  gravel 

6'    water 


Note:      See   explanatory  notes  on 
first   page   of  this  Book 


Date   of  Re-oTt/o/j.y/vo 
Approved  By   /  .R, 


REPORT   ON  GROUND  7.ATER   LEVEL  STATION 


Location:        N   side   of   Victory  Rd.    12'   W   of 
Freeport  Street 


Station 

No.  16-12 


IZ'O 


Victor,  y 


k 
K 


In 
0 


fLo/iD 


Sketch  Drav7n  By 


z-./i 


.Checked  By       R.  K . 


Scale    None 


Well  Installed    ^Z/h/jC  Depth     /s~'~l"     Grade  Top  of  V.ell      /c*'S 
Readings  taken  over  period  from ?/z(./jcto ffs/<3 f and   from  *y>jr/yc,to   date 
First  reading  taken ?/*-£/-?* Water   at   Grade       7-  3-fi 


Latest   reading  taken 


/n/JLV/VQ 


_,ater   at    Grade     £.7  C 


LP.  EST  READING  OVaR  ENTIRE  PERT  OP :  ////r/3  7   ^ater   at  Grade    ^.,7? 
HIGHEST  READING  OVER  ENTIRE  P ER1  OP  :  9/ sAs ft  W a t er   at    Grade    F.72- 


Data  Transcribed  By_ 
Remarks: 


£f. 


Checked  By 


AJ± 


7'   fill 

71    to   15' -6   sand   &  gravel 

9 '-10"   water 


Note:      See   explanatory  notes  on 
first  page   of  this  Book 


Date   of  Re-oort/^/oZy/Vfl 
Approved  By    I_./3, 


rORT  ON   GRO  ATER  LEVEL   STATION 

Location:      W   side   of   Old   Colony   Parkway  on  F.C.    in       station 
front   of  fr820 No*  16-15 


OLD 


COLONY 


PARKWAY 


Sketch  Drawn  3y  j.DMcC 


_Checked  By       R.K. Scale   Mot-\e 


Well   Installed      1  (**'/ 3<- Depth  /J~'-6         Grade   Top  of  '..ell       **f-  ***~3 

Readings  taken  over  perioe    fvomTAv^d  to #*/* 7  and  f  rom  j-^^^to   date 

First  reading  taken Y/&_^./jl \.ater   at  Grade        "7^*- 

Latest   reading  taken  /o/J-H/Vo Water   at  Grade       Z^<2.& 

LOWEST  READING  OV^K  ENTIR  HIOD  :,r//  l/jS     ■  ■  ater  at   Grade      £.  ^V 

HIGHEST  READING  OVER  ENTIRE  PERIOD:  p/j~/?}r  Water  at   Grade      9 J  7 

Data  Transcribed  By J5/^  Checked  3y AM- 

Remarks : 

9'   fill 

9 '-11  mud 

8'    (about)    water 

11'    to    15'-6   gravelly   sand      sand,    clay 


Note:      See  explanatory  notes  on 
first  page   of  this  Book 


Date   of  Report/fl/jzV/Vfl 
iroved  3y   / R, 


-PORT  OK   GROUND  WATER   LEVEL   STATION 

Location:      N  E  corner  of  Tsnean  and   Conley   Sts.    on       Station 

P.O.  No.      16-16 


K 


VI 


H2'«0— 


G0NL.EY 


ST. 


re 


5 


Sketch  Drawn  By  j.p.v^c.    Checked  By   /?, /{. 


_Scale  Hon^ 


.ell  Installed  H/sZ/jL  Depth  /5  ~  ^  Grade  Top  of  Well  /</•**'? 
Readings  taken  over  period  fro m  lA 7/sLto?/J~/j ?and  f  rori^V^tf  to  date 
First  reading  taken 7/z1/-J L Water  at  Grade         7~// 


Latest  reading  t aken  / p/ X.  f/YO 


_..ater  at    Grade   /  0.3  C, 


L0..ZST  READING  OVPR  ENTIRE  PERIOD  :////,r/? 7    '-ater  at   Grade      7,  / / 
HIGHEST  READING  OVER  ENTIRE      iiRIOD  :<}//// ¥6   '.ater   at   Grade/^/^  f 


Data  Transcribed  By_ 


J5f. 


_C  he  eked  By_ 


A.M. 


Remarks : 


14'    sand   &  gravel 
14'    to   lb' -6  mud 


Note:      See  explanatory   notes   on 
first  page   of  this  Book 


Date   of  Txeyort/ o/J.  F/YO 
Approved  uy    /    .  R, 


REPORT  ON   GROUND  WATER   LEVEL   STATION 

Locstion:        E  side   of  Tenean  St.   S  of  Gonloy  St.  Station 

No.  16-17 


T   EL  N    E    A  N 


S  T. 


\ 


a%_/D(5Z 


CONL,£Y      57. 


Sketch  Drawn  By        i  -  /t 


_Checked  By     R.K. 


Scale       Afe/2e 


Well   Installed     7//J/jC   Depth 


Grade  Top   of    veil    /3 .7?£ 


Readings   taken   over  period  fTCX&jAj/lC  to j^//^ and  f  roiu^q/^to   date 

First   reading  taken Iy/x?/^sc Water  at   Grade      J^.y^JL 

Latest  reading  taken  ^  f/^ Water  at   Grade     9.  FV 

LOWEST  READING  OVER   ENTIRE  PERIOD  :  y/&3/yo  Water  at   Grade     7.  *LC> 


HIGHEST  READING  OVER  ENTIR^    .^RiOD  \s/^jrL37  Water  at    Grade  / ptV£ 


Data  Transcribed  By_ 
"Reiriarlcs: 


^■R. 


Checked  By 


A.M. 


6' -6   sand   &  boulder  fill 
6 '-6   to   10'    sand   &  gravel 
8'    water 
10 »    to   15' -6   sand 


Note:      See  explanatory  notes  on 
first  page   of  this  Book 


Date   of  ileyorty/ JL?/*/0 
Approved  By     /_  .  R, 


Location 


REPORT  ON  GROUND    HTATER   LEV2L  STATION 

E  aide   of   Tenean  St.    86'    S   of  Stearns 
Lumber  Co.    in   line  with   Tel.   pole 


Station 

No.  16-18 


J~E.fiR.N5  Lumber. 

* /70 


86 -O' 


//o  s / cle.  ujd  I 'k. .  h/e//  in  li/ie  ouiih  te/-  po/e 


Te.me./7/y      a5tz.ee. 


J 


Sketch  Drawn  By 


i./z. 


_C  tie  c  ke  d  3 y        R.K  ■ S c  ale    None 


feli  Installed     7//°A^    Depth      ^  "^      Grade  Top  of  Well   /-*■  7°*- 
Readings  taken  over  period  tvovn.  fi&7/6 L  tOyfyjytjf  and  from^J/^to    date 


First  reading  taken 


7/<*7/st 


r.'ater  at  Grade      eB^^f 


Latest  reading  taken 


?/SL3/V0 


J/ater   at   Grade     gTV/ 


LQ.^ST  READING  OVER   ENTIRE   -  ^RIOD  \////jf/37    -ater   at   Grade    7.7*/ 
HIGHEST  READING  OVER  EMTIRl,  PERIOD :V/ajU.17  ..ater    at  Grade  /  a.q  7 

Data  Transcribed  By A-P- Checked  By A.M  . 


Remarks : 


7 '-6  water 
12'    sand   6c  gravel   fill 
12'    to   15'-6   coarse    sand 


Note:      See   explanatory  notes  on 
first  page   of  this  Book 


Date  of  Report $foj/ya 
Approved  By   /   .ft. 


.  REPORT  ON  GROUND  WATER  LEVEL  STATION 
Location:   S  side  of  Water  St.  6'  N  of  Fulton 


o 


Station 

No.      16-19 


WAT^R       ST. 


2 


Sketch  Drawn  By  Jp^cc. 


Checked   By 


&J6u- 


Scale    Uonp 


Well   Installed      H/'°/3<>      Depth      /&*-£       Jrade   Top   of  Well   /*'-  & 


oC 


Readings    taken  over  period   f  rcm^V^f  to  j^/^fand    f  rom/^V^to  date 

First   reading   taken y/J-^L/3  ^* 'Water  at   Grade        V^ 

Latest   reading   taken / 0/<£  f/*/0 Water  at   Jrade        7.  0  J 


LOWEST  READING   OVER   ENTIE            ,IOD:////jr/?  7  Water  at   Jrade       Col1/ 
HIGHEST   READING   OVER   ENTIRE  f  a)K  I  OP  ifr/sfaf  W  a  t  e  r  at    Grade      9.*/ 9 
Data   Transcribed   By 2*>*p. Checked  By A-M- 


Remarks : 


8'    water 
lO'-ti   sand   &  gravel 


Note:      See   explanatory  notes    on 
first      a.:;e    of    this    Book 


Date    of   decort/g/lfr/s/o 
oroved   By    i_.B, 


Location: 


REPORT  ON   GROUND  WATER  LEVEL  STATION 

W   side   of   Old   Jolony  Parkviay   206* 
N  of  Hedf ield  Street 


Station 

No.      16-20 


ix 
h 


Q 
Q 


°*d       colony     Yh 


Sketch  Drawn  By     z.  >e  ■ 


jCheckec    1-y      R,K. Scale     None. 


Well   installed      7/J-//3C   Depth     /^-^       Grade  Top  of     ell     /3*73C 
Readings   taken  over  period  froiri^^/^to/^y^^  and  froi:^^^£to   date 

First  reading  taken T/^r/jiC Water   at  Grade        f,  3^ 

Latest  reading  taken  /n/3.  ?/V0 Y.'ater  at  Grade     <?.  ^  V 

LOWEST  READING  0VE1  3   ■////s/J7    '.>ater  at      rade     7.  9  9 

HIGHEST  READING  OVER  ENTIRE   x  ±.RI0D  :W^ij/j  7  Vater  at  Grade  /  n.D7 


Data  Transcribed  3y_ 
RemarKs: 


JS-F. 


Checked     y 


AH 


6'    (about)water 
11'    fill 
11'    to   lo'-6   oeat   L  mud 


Note:      See    explanatory  notes  on 
first  page   of  this  :  ook 


Date   of  Ke-oTt/0/l.F/yo 
rove <    By    /    ,H, 


Location: 


REPORT  ON  GROUND  WATER  .lEVEL  STATION 

W  side  of  Old  Colony  Parkway  2b7 '  S 
of  Tolman  Street 


Station 

o.       16-21 


) 


D       COLONY     PfLR.KW^Y 
Z57-0" 


Sketch  Drawn  By    L-  &  Checked  ^y   RK. 


ccale    Sione 


'..ell   installed     7/Ar/frl.   Depth     /?""-  C      Grade  Top  of  Well     /&? ?JT&. 
Readings   taken  over  period   fro^^j^ltQ/^T^and  froinj^^y^gto  date 

First  reading  taken ffa/yjt- Y.'ater  at  Grade        7,^  £ 

Latest  reading  taken / o /«£  ?/</0 Water  at  Grade PluGGtzn 


L   .  l„.    READING  OVER   ENTIRE  PERIOD :  7/2  oL  ?  7    Nater   at   Grade    <^„£ 
HIGHEST  READING   OVER  ENTIRE  PERIOD ;x>& 4"/? 7  Water  at   Grade /<?,  ?S 


Data  Transcribed  By 


fi.P. 


_Checked  By 


A£L 


Remarks: 


Note:      See   explanatory  notes   on 
first   nage  of  this  Book 


Date   of   i"e-oort/0/«2F/yo 
Approved     y    / R. 


IMPORT   OK   GROUND  WATEJ     LEVEL   STATION 

Location:     S  side   of  Tolman  St.    13'    E  of  Neponset      Q  +  „  +  ,- 

otation 

*vonue       Noi   16-22 


8 


.T 


Neponaet 


jQvejvub 


Sketch  j^rawn  By 


l  .  &. 


.Checked  7:y       RK, 


Scale   S/o/ie 


ell   installed       7/^<>^Depth    S<*~^- £         Grade  Top   of     ell    /ST-a-Ty 

Readings   taken  over  period  f ror.i ft£^<> fcto ^^y^and  fro    ^/p/y^o   date 

First  reading  taken ?/^*s > £ Water   at  Grade       7-^^ 

Latest  reading  taken /  o/ 'a.  % /V<7 


.ater  at  Grade      7.*/(/> 

iNTIR      jER IOD  :j///s/3 7     .ater  at  Grade     L.L7 


H1G  ^:  T  READL  G  OVER  EiiTiRE  PERI:.:  :V/a,zA37  '-ater  at  Grade   fi  FV 
Lata  Transcribed  By Jj    F  • Checked  By A.PA. 


Remarks : 


4'  obstruction 
12'  fill,  gravel  &  sand 

8f-6  (about)  water 
12'  to  lb'-6  sand 


Pote:      See  explanatory  notes  on 
first     age  of  this     ook 


Date   of  TxevoTt/ o/j.f/yo 
Anpr o ve  d     y   /     .  /-?, 


ORT  ON  GROli  D  .  lTER  L  VLL  STA1  ON 


Location:   W  side  of  Mapes  Street  in  front  of 

#47 


Station 

No.  16-24 


K\AP^S 


ST 


M°'1 


I 

0- 


t^^-7 


etch  Drawn  Yy  Jd.Wc,  Checked     y       /?.K .  ^cale    ^one 

Sell   -Lnstalled     7/7/3 C  Depth    f*~'-C       Grade  Too  of  '  ell      /?,  /7  f 
Readings  taken  over  period  from l/lj/s & o  >0/^f an d  from  -*/z  >/to   date_ 

First  reading   taken 7/y/g-  6 ..ater  at  Grade  "sa.*yc 

Latest  reading   taken /6/j.V/Vo Water   at  Grade    pRy 

L   -EST  READING  OVER  ENTIRE  PERIOD:  W r/j C    \  ater  at  Grade  /<?./,r 
DIGEST  READING   OVER   ENTIRE  PERIOD : *//±zf.i 7  Water  at   nrade  /#/7 


Data  Transcribed     y 


_Checked    3y 


_A£L. 


I.e^arks: 


10'    fill 

10 

10 


to   15'-6   sand    running   into   clay  at   15' 
'    (?)    water 


Dote:      See   explanatory  notes  on 
first  page  of   this  Book 


Late  of  hecoTt/o/j.  V/VO 
Approved  Dy    /    .B. 


REPORT   ON  GROUND  WATER  LEVEL   STATION 

Location:      W  side   of  Ma  pes  ^t.    in  front    of  if73  Station 

No.      16-25 


Mr-//. 


H.R.R 


Sketch  Drawn  By      .i.n.Mr  c.     Checked  ^y       f?K. 


Scale 


Well   Installed  7/9/JC     Depth    /S-C        Grade  Top   of   Well/Z  Jrt.  & 

Readings   taken   over  period  fromZ/^a/^to//^/??  and  f  roms//?/yfr  to    date 

First  reading  taken 7/jlo/^q Water  at  Grade   &.  J  Y 

Latest  reading  taken  V/j>,  v/y^ Water  at  Grade  PIug&ep, 

LOWEST  READING  OViiR  ENTIRE  PERIOD  :  j///r/3 7   Water  at   Grade     7.  S.  1 
HIGHEST  READING  OViLR  ENTIRE  PERIOD  :  jr/?/VflT  Water  at   Grade  /0.7  C 


Data  Transcribed  By 


Checked  By_ 


A.M. 


Remarks: 


Note:      See   explanatory  notes  on 
first  page   of    this  Book 


Date   of  HeT3ortV/3.y/y<0 
Approved  By   /      f$. 


[PORT  ON  GROUND  WATER  LEVEL  STATION 
Location:    Vtf  side  of  Old  Colony  Parkway,  48'       tation 


S  of  McKone  Street 


No.       16-27 


O*- 


o 


COL.OHY       P**^ 


<9y 


c:etch  Drawn  By 


l.  -e. 


_Checked     y       /?,K, 


Scale     No  lie. 


"..ell   Installed     '///'T^t  Depth /<»-<£      Grade    rop   of     ell    /X  _><7^ 

leadings   taken  over     eriod   fro;,;  /^•j^tc/>^/7^,and  f ror  j&'jrfy^o   date 
First  reading  taken 7/^-^/j-L    Water   at  Grade      «^  fr/^ 


Latest  reading   taken / 0 </j.  f/VQ 


_Water  at  Grade     Jr.  9  7 


LOY.EST  LEADING  OVER  El  TILE  PERIOD :  ////.r/?  7   ■■  ater   at  Grade    ^  J 


/      / 


hiGHLBT  READING  OVER  ENTIRE            0L:V/^^/{?7  Water  at  Grade/ 1,  V7 
Data  Transcribed  3y j5>.£T Checked  3y A.M. 


heiaar^s: 


9'    fill 

9'    to   lb' -6  mud 

4'    (about)    water 


Note:      See   explanatory  notes  on 
first  page  of  this  Eook 


Date   of  Report/ 6/JL.F/yO 
Approved  By  /      F$. 


>. 


REPORT   ON   lJROUHI  .    I  STATION 

Location:      W   side   of  Hallet   St.   28'    N   of   Jallivan  Blvd.    Station 

No.        lo-ou 


&/\U_\VAN 


A 

<0 


bLVD. 


A 


-J 


Sketch  Drawn  By     j,p.va 


<=c^ 


Checked   By 


£JL 


Scale      Unn. 


Well   Installed     j/^c/s  c     Depth  /4~'-  (-  "    Grade   Top  of  Well       /  ?ffi? 
Readings    taken  over  period   £vomj/LP/jCtoftyj?  and   f ror^Jv^C^/o  date 
First   reading   taken ij/zf/jt- Y.ater  at   Grade        I'fl 


Latest   reading    taken 


/  a/jLfr/*/6 


_V.:ater  at   Grade       ZZ  7 


LC..BST   READING   OVER   ENTIRE   PERIOD X3/yol^7    Water  at   Jrade      7.^.2. 
HIGHEST   READING   OVER   ENTIRE  2  SRI  OP :  V/zj/yn  Water  at   Grade/  g.JLS' 

Data    Transcribed    By £*  .P. Checked    By AiMj 


Remarks : 


9'  fill 

9'  iaporcx..)    water 

9*  to   15'    silty   sand 

15'  to    15-6    clay 


Note:      See   explanatory   notes    on 
first   page   of    this   Book 


Date   of   Report/ q/j.  fr/VQ 
approved   By   /_  .$. 


REPORT   OK  GROUNDWATER   LEVEL   STATION 


Location:     E  side   of  Hallet  St.   on  N  Curb  50'  -from 
Marsh  Street 


station 

No.     16-31 


fcRVDGE 


•0 


tA/\ps>v\    s~r. 


Sketch  j-rawn  Bv  J.pwsc.        Checked  ^y_R,j\ 


Sea le   Hone 


•„ell  installed  If/*//'*-  Depth  /^L^  Grade  Top  of  .ell  /7.  ?/A. 
Readings  taken  over  period  f rom^^jto rfsfof  and  fvonJ^J^o  date 
First  reading  tmcen  7/fl/.** Water   at   Grade       *"  <-  L 


Latest  reading  taken /O/j-f/VO 


_„ater  at    lirade     9.  6  t> 


LP  ,_^    I  G  OVER   ENTIRE  r  ERI  OP ;  f/v/3  <S -ater  at   Grade    ^.<M 

BT        ADING  OVER  ENTIRE  PERIOD  'JaJ/oiir  Water  at  Grade/^,4  £ 


Data  Transcribed  By_ 


_0'hecked  By_ 


A^M^ 


Remarks 


9'    water 

9'    fill 

9'    hard    sand   &.   gravel 
10'    to   12'    mud 
12'    to    15»-6   sand 


Note:      See   explanatory  notes  on 
first  page   of  this  Book 


Date   o^   iienoTt/a/jZf/'/o 
Approved   By    /    .  R. 


REPORT  ON  GROUND  '„ATER  LEVEL  STATION 


Location:       W  side   of  Bowmen  St.   on  (L  of  Blackwell  St.      Station 
No.  16-52 


r 


J       I )     I 


BUAGKWELU- 


ST. 


U) 


o 

(0 


Sketch  i^rawn  3y  J.p.tv\sc.         Checked  £y       /?,K. Scale     TSo^e 

Well   installed  V/zx/j <■  Depth    /5~'~L      Grade  Top  of      ell     /<T.  ooj" 
Readings   taken  over  period  from^^^>£to/?/^£?and  f roi . ^/x/r&o   date 
First  reading  taken /a*  *-/>3  C Water    at   Grade     r7.  Jt 


Latest   reading  taken 


/  o/3-ir/*/0 


_T."ater  at  Grade     7.  tf  tf 


LOWEST  READING  C  MTIRE  PERIOD  :////,r/?7     -ater  at    Grade     7lCZ-^ 

HIGHEST  READ  TOG  OVER  ENTIRE  PERIOD  \/jl./.3/3  7    V  ater    at   Grade  /  Q.7(. 

Data  Transcribed  3y  j5»/~- Checked  By /LM. 


hemarks : 


7»    fill 

7*    to   15'-6   black   sand 
10'    (about)    water 


Note:      See   explanatory  notes  on 
first  page  of   this  Book 


Date   of  Re  po r t  /q/jl  f/vo 
Approved  By     /   ,  R. 


Location 


REPORT  ON   GROUND   WATER  LEVEL   STATION 
On  P.O.   of  Halle t  and  Cedar   Grove  Sts  . 


Station 
No.  16-33 


W\U\_TOP     ST 


HKLLtT  - 
D/W\S    SO> 


Sketch  Drawn  ByJ.&.^c.         Checked  By       R  K. 


Icale   MoyN& 


Well   Installed   7/^/A £  Depth  <**>'-  c  "  Grade  Top  of   Well /%«  ** 

Readings  taken   over  period  fro vfiAtfsfro//p&f and  tTov*j//tfy$.°  date 


First   reading  talcen 


7/XJ>/j  £ 


~  ' 


/o/Af/VQ 


Water  at    Grade       cf.  /^ 
Water   at  Grade    fT.J-l 


Latest  reading   taken 

LOWEST  READING  OVER  ENTIRE  PERIOD :  ////f/? 7    V-'ater   at   Grade    ZJ~tf 
HIGHEST  READING  OVER  ENTIRE   PERIOD :^l/^5'/j 7  ■  ater  at    Grade /0t/(, 

Data  Transcribed  By  A-F- Checked  By /\,M- 

Remarks: 


10'    fill 

10'    to   14 »   mud 

14'    to   20' -6"   fine    sand    (little   gravel) 


Note:      See  explanatory  notes  on 
first  page  of  this   Book 


Date    of   Renort/d/j.f/Vfl 
Approved  By     I  _.R.     . 


REPORT  OI\l    GROUND  WATER    LEVEL  STATION 


Location:        S  aid©   of   Gallivan  Blvd.    in  front   cf 
#809   Jallivan 


Station 

No.       16-55 


tST.V*t\-V-    P^f\*»^OV*t-0 


CjAUJVA\S 


cW 


BLVD. 


3-5-1 


H 


c£x. 


Z 
c 


fcAAR'S 


Sketch  Drawn  By  J  p  ^ 


<  <^. 


_Che  eke  d  £>y_ 


j2J1 


Scale    iMpy-te 


Well   Installed     7/Cf*/?&  Denth     ?+ -t       Grade  Top  of     ell     /J~f£-C 
Readings  taken  over   period  fvo^^^/^^to^'yyj^  and   f ro rr.  J/syyfct&o    date 

First  reading  taken *7/2£/J& Water  at  Grade     */*  <P-3 

Latest  reading  taken / o/^.f/'/o Water   at   Grade     7. yd 

LOWEST  RLADING  OVER  ENTIRE  PERIOD  './q/jj/37      ater  at   Grade  £.£  j_ 
HIGHEST  READING  OVER  ENTIRE  PERIOD  \V/jLAjJ7  ■■ater  at   Grade    9.7/) 

Data  Transcribed  By        M'f- . Checked  By A.M. 


Remarks: 


9'    sand  &  gravel   fill 
9'    to   14'   nud 
14'    to   20' -6    sand   &  gravel 


Nate:      See   explanatory  notes  on 
first  page   of   this   Book 


Date   of  Ren ovt/n/A. f-/V0 
Approved  By    /_../?, 


PORT   ON    GROUND  WATER   LEVEL  STATION 

vocation:     N  E  corner  of  Everdean  St.   &  Victory  Rd .        Station 

No.      16-36 


V\CTO^V 


ROAD 


Sketch  Drawn  By  J.d.^c 


_C  he  eked  ay       R.  K, 


Scale     None 


Well   Installed Depth. Grade  Top  of   »ell 

Readings   taken  over   period  f  Ton  3/^^  to and  from to    date 


First  reading  taken_ 


3/^U^o 


Water  at   Grade 


Latest  reading  taken  /  q  /^*//  v 6 


Water  at  Grade^o  ftpAPg 


LOY.EST  READING  OVER  ENTIRE  H1RI0D: 


HIGHEST  READING  OVER   ENTIRE  PERIOD: 


_Water   at   Grade_ 
„"ater   at  Grade 


Data  Transcribed  By_ 


^.P* 


Checked  By 


A.M. 


Peuarks: 


Note:      See  explanatory  notes  on 
first   page   of  this  Book 


Date   of  KePort/rtAZV/Va 
Approved  By    /     ./?, 


REPORT  ON   GROUND  WATER  LEVEL  STATION 

Location:      S   side   of  Ereeport  St.    27 »  N  of  Park  St.      Station 
. No.      16-37 


Fr <z e.  po r~i- 


P 


m 


<.'     -\-2rS    — | 


$ 


•5 


J>?f 


Sketch  Drawn  By     J.  p).  M^c.    Checked  By        /?.K,  Scale     tN/ow<>. 


Well  Installed Depth Grade  Top  of  Well 

Readings  taken  over  period  f romj '/z 7/ypt o and  from to  date 


Eirst   reading  taken. 


3  /A.  7/VO 


Latest   reading  taken_ 


JLGlAV/VO 


LOWEST  READING  OVER  ENTIRE  PERIOD: 


HIGHEST  READING  OYER  ENTIRE  PERIOD: 


Water  at  Grade 


_Water  at   Grade     PRy 


Water  at   Grade 


Water  at   Grade 


Data  Transcribed  By      £a,/T 


Remarks: 


Checked  By 


A.M. 


Note:      See   explanatory  notes  on 
first   page  of    this  Book 


Date    of   Report/^yUVA^ 
Approved  By  j  m  pt 


Location; 


.iJOKT   ON    iROUND    WATER   LEVEL   STATION 
N   side   Gcmm.    Ave.    74'    E   of   Buick 


Building   in    the    Grass    Plot 


21-02 


Common  wealth    Ave, 


•  Sketch  Drawn  By  L.R. Checked  By    \A/,  Mc  L. Scale    /Vfa^e 


Well   Installed    3/4 3/ 3  6        Depth     <&*'-<."         Grade   Top  oi'   oell  j.-V.a^'W 

Readings    taken  over  period   from  v/3/3^  tojr/4^/4^  and   from^/»/y^  to  date 

First   reaaing   taken V/j h  c Water  at   Grade      /a,jL  -7/ 

Latest  reading   taken /( / /S / */0 Water  at   Grade    /  y„ j  / 

LOWEST   HEADING   OVER   ENTIRE  PERIOD  ty^/^/?  7   Water  at   Grade     ^7  f 
HIGHEST   READING    OVER   ENTIRE         II uD :  7/j. 9/j f    Water  at    Grade  / Q .VJ~ 
Data   Transcribed   By  <g,  a?, Checked  By A.M  . 


Remarks  : 

Top  surface  grass 

10 '  sand  and     el 

12'    sand  and  gravel 

14' -3"   water 

15'    sand   and  gravel 

EO'-G"    sand  and  gravel 

Note:      See    explanatory   noteson  Date   of   Report  J / / JS / Wo 

first    page   of    this   Book 


Approved    By       /        ft, 


REPORT  ON       C  BATER  LEVEJ  STATION 
Location:  E  siae  University  Ret .  101'  -3"  N  of   Station 


Gomm.   Ave . 


Q 

15) 


s 


Commonwealth    Ave. 


No. 


21-04 


4 


H* 


Sketch  Drawn  By         L.R..  Oheckod  5y       \A/.McL,       Scale      None 


Well   Ins  tall  3d     s/aa/^£  Depth     ^^^       Grade   Top   of  Vveli    £3.j.<7f 
Readings    taken   over   period   f rom *//*/* t  ^oj/ja/s? a nd   irom^//^  to   date 
First  reading   taken ±0^l£ Water  at   Grade      /g_  7p-<? 


Latest   reading   taken_ 


////r/m. 


_V»ater  at   Grade      Q  Ry 


LOWEST    READING  OVER  ENTIRE  PERIOD:  9/ J  o/j 7    W a t e r  at    Grade      fr  f  ? 

HIGHEST   READING  OVER  ENTIRE  P  ER I OP :  j-//S'/.'i  7  Water  at    Grade  /  /.(.  .? 
Data   Transcribed  By <-?./+?. Checked   By A.M. 


Remarks  : 


Top  surface,  dirt 
11' -2"  water  level 
13 '  sand  and  gravel 
14'  silty  sand 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report  /// /j/VO 
approved   By  [_ .  /?, 


SPORT   OH    JROUND    WATER   LEVEI   STATION 

Location:       »»est  Side   Aahby   St.    34'    Worth  of  Station 

Comm.   Ave .  No.  21-05 


J 


IS 


Commonwealth    Ave. 


Sketch  Drawn  By  L.  /?. 


Checked  By       1/1/,  Mcl_.     3cale      Mo*e 


Well   Installed     3^^     Depth     /fL^"       Jrade   Top   of  Vvell    Ao.Wjf     . 
Readings    taken   over   period   i  Tom  y/i/m  toj/30/37  and   fromj?/y/v2>  to  date 

First  reauing  taken Y/3/1 4. Water  at   Jrade      /j.  *//&. 

Latest   reading  taken ////.r/Vff Water  at   Jrade       fc  &3 


LOWEST   READING   OVER   ENTIRE   PERIOD ;  7/Z- 7/3  C   Wa ter   at   Jrade      >f<?4 
HIJHaST   READING  OVER  ENTIRE  PERIOD  :<j/2. V/6 7  Water  at   Jrade  / o.qrty 


Data    Transcribed   By_ 


CM 


_Checked   3y_ 


A&_ 


Remarks  : 


Tojp  surface,    dirt 
12'  -6"   v/ater 
13' -6"    sand 
17'-6"    clay 


Note:      See   explanatory   notes    on 
first    oage   of   this   Book 


Date    of    .(snort  /// ' /S/ VO 
Approved   By       /    ,/?, 


REPORT   ON    GROUND   WATER    LEVEL  SThTiON 

Location:      W   3ide   of   Granby  St.    35 •    N   of 
Corrun.   Ave. 


Station 

No .         21-06 


Commonwealth      Av-e, 


Sketch  Drawn  By_ 


JL.  *. 


_C  he  eked   B;/     W,  M  c 


Scale     /Vo/ie 


Well   Installed     j/aakt     Depth  y^'^c  ••         Grade    Top  of  Well_ 

Readings   taken  over  period   from  YAs/sc^oj/fd/ir&nd   from ,4/7/^^  to   date 

First  reading   taken y/_*/* *: Water  at   Grade      /a.  99? 

Latest    reading   taken / / / / s/tyO "Water  at   Grade        tf./S 


.i-LwEST  HEADING  OVER  ENTIRE  PERIOD:    f/^o/3  7    'Water  at   Grade     L.JL5~ 
HIGHEST    READING    OVER   ENTIRE   P  SR I  OP  M/^.  y/C?  7  ,  Water   at    Grade  /.  £,?  3 

Data   Transcribed    By ^^ Checked  By_ AJ6j. 


Remarks: 


Top  surface,  dirt 
17'  sand 
9'  water 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ///AT/Vl 
Approved  By  /  ,  B. 


•REPORT   ON    }R   UND    WATER    L£\  I]     STATION 

Location:      S   side  Mountfort   St.   46 ' -8"   E  of   St.   Station 


Mary's   Si. 


No. 


21-07 


-    Jr     M&R.y 


St. 


Sketch  Drawn  By        *•■&■■ Checked   By      |/l/.  Met    .      Scale    Jfone 

Well    Installed      j/j7/f/.  Depth     ^gL^-      Jrade   Top  of  Well    ^y./p-g 

Readings    taken  over  period   from  y/pAs_   to_^^^and   from  j/?/^/  to  date 

First   reading  taken y/f/j (■ Water  at   Jrade     /»^j> 

Latest   reading    taken /  /  /  /S'/'/O Water  at   Crade    p  RV 


LOWEST  READING  OVER  ENTIRE  r^RIOD:  9/30/37  Water  at  grade  <;,  /  fl 
HIGHEST  READING  OVER  ENTIRE  P  ER I  CD :  7//2J3  7  Water  at  Jrade  £  7<£ 
Lata   Transcrioed   By ^ ,^7 Checked  By A*Mo 


Remarks  : 


Top   surface ,    concrete 
16 •   water  level 
17'    sand  ano    .'-ravel 


Note:      See    explanatory  notes    on 
first   pa-,e   of   this   Book 


Date   of  Re oort////S~/^/Q 
rtpproved   By      /_  .  Q. 


REPORT   ON    GROUND  WaTER    J.EVEL  STATION 


Location:         N   side   of  Moimtfort   St.    opp.   ^73 


Station 

No.  21-08 


NO.  73 


Sketch  Drawn  By 


z  .^ 


_Checked   By         lA/.  McL.     Scale      /V^e 


Well  Installed     aAh/k:     Depth    /j-'-^"       Grade   Top   of  Well   /-7.^/f 

Readings    taken  over  period   from  Wr/j^o j/joAf^na.   £vomj/?/</dto  date 

First   reading   taken yA/rt, 'Water  at   Grade      7.33 jl 

Latest   reading   taken ////.-P  /V<9 Y*ater  at   Grade      f// / 


LOWEST   READING   OVER   ENTIRE   PERIOD :  9/3  o/ 3  7     Water   at   Grade     3.ff.H 


hlGHEST   READING   OVER   ENTIRE   PERIOD:  7/«*V/j/   '-ater   at   Grade      jr/  /L 


Data   Transcrioed   By_ 


<?-A7. 


Checked   By 


AAL 


Remarks  : 


Top   surface,    cement 
7'    sand  and   pravel 

10'    silty  sand  and   gravel 

13'  mud 


Note:      See   explanatory  notes    on 
first    -:>age   of    this   Book 


Date    of   Ro.->ort////J~/yfl 

unproved   By       /_  .ft, 


REPORT  ON   ..a.  ,  ID   WATER   LEVEL  STATION 
Location:        E  side  Audubon   Circle   opp.   #-879 


0 


-Station 

No.        21-09 


Audubon    Circle 


Sketch  Drawn  By  ^A1  Checked   By      W.  McL.     Seals       Afa^e 

Well   Installed       .*/*.*/*£     Depth     j&'-f         Grade   Top  of  Well 
Headings    taken   over  period   from  ^4^^  to  a/i^/a  f  and   from  3/7 /^/o  to  dat< 

First   reading   taken j//?/j£ 'Water  at   Grade    f.  ??g 

Latest    reading    taken ////<//y/J 'Water  at    Grade   „4~T<£  l/ 


LOWEST   READING   OVER   ENTIRE   faRIOi/ :  f/3  0/3  7    Wa ter  at   Grade  .?.  7  -\ 
HIiHJST   READING  OVER  ENTIRE   PBRICDt  V/7/J6  Water  at   Grade    fr.  ?  f 
Data    Transcribed   By C-JS1 Checked  By ^,/M. 


Remarks : 


Top   surface ,    cement 

12'    silty  sand 

peat  bo t ton  2'   of   pipe    in  peat 


Mote:      See   explanatory  notes    on 
first   page   of   this   Book 


Date   of  Report  ////*//*/0 
Approved   By      /     $. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:   S  side  of  Beacon  St.  8'  E  of  Munson  Station 

No. 


21.10 


Beacon        St 


-J  8'0tf|<- 


t 
O 

2 


Sketch  Drawn  By   DJH 


Well  Installed 


_Checked    By       \f\j  Mc.L .     Scale  isjQtHC 


Depth    /3* 


_Grade  Top   of  Well      aa.-**? 


headings    taken   over  perioa   from  y/?fx£  ^o^Uo/^9  ana   from  f/7/«/,?  to  date 


First   reading   taken 


-AS 


*/*  <T 


Water  at   Grade 


7.  <£1* 


Latest   reading    taken_ 


////r/yo 


Water  at   Grade      !7>*2  (, 


LOWEST    READING   OVER  ENTIRE   k>  ERI  0D  i/j.  //  6 ./j  7    Water   at    Jrade     £  7C 


HIGHEST  READING  OVER  ENTIRE  ^uOD:y/zjr/y/)  Water  at   Grade     ?.  /7 
Data    Transcrioed   By CM- Checked   By J\.M  , 


Re ma  rks : 


Top  surf ace ,  cement 

7*    sand  and    eravel 
11 f    neat 
13'    bottom  of   pipe    in  peat 


Note:      See   explanatory  notes   on 
first   page   of    this   Book 


Date   of   Report  ////d  / VO 
Approved   By      /     .  pj. 


REPORT  ON   GROUND  WATER  LEVEL  STATION 

Location:      E.    side   of   Park  Drive   54 '-8"    N   of 

2nd  Driveway  


Sta  tion 

No.        21-11 


k- 


-3VT 


y 

x: 

< 

kl 

ui 

> 

0 

CL 

a 

a 

o 

+ 

Gl 

1- 

v» 

z\ 

tf 

OJ 

4 

UI 

P/VFm     Dr.iv/e: 


Sketch  Drawn  By     DJH 


_Checked   By       [A/.  Afci  I    .     Scale  N6NE 


Well    Installed      j/jj/j*      Depth     /s'-c"      grade   Top  of  Well     /f7|^j 
Readings   taken  overperioa   from *//r/3t to , g/Wj^and   from ^//yyfcto  date 
First   reading  taken y/f/n < Water  at   Grade     ^p.  ^^-g 


Latest   reading   taken 


////%/</o 


Water  at   Grade        7 ,7 ff 


LUhBST   READING   OVhJR  ENTIRE  xJ jih I Qu  \/x// b/3 7  W a t e r  at   Grade       C,  £  JL 
HIGHEST   READING   OVER    ENTIRE   PERIOD \YJa.z/i/6 Water   at    Grade       £4  7 
Data    Transcribed   By g.  >y. Checked  3y A/v)' 


Rema  rks : 


Top   surface,   grass 

-   '     sand  an  vel 

11*  water  lev 


Note:      See   explanatory  notes   on 
first    page   of   this   Book 


Date   of   Report ////y/V0 
approved   By      )    .R. 


REPORT   ON   GROUND    WATER   L^VEL  STATION 
Location:       W  side   of  Fullerton    '.St.   42'    N   of  fiir     Station 


Brookline   hve. 


No. 


21-12 


J; 

z 

0 

1- 

<£. 
U 

J 
J 


EbftooKuiraE   Ave. 


^Sketch  Drawn  By     t)TH 


_Checked   By        W.  Mo  L,    Scale  fy/QN tT 


Wall   Installed      A/a.a/^6     Depth      /^-e"       Grade   Top   of   ..ell     /^  7/)/} 
Readings    taken  over   period   from  v^/^to^/^/^and  f  rom.i/±7/ya  to   date 

First   reading    taken V/f/j/Z Water  at    Grade    &.//? 

Latest   reading   taken /// / V/y<? Water  at   Grade   J~.  7/ 


LP  V*  EST  READING  OVErt  ENTIRE  PERI0D:yxAa,/37  Water  at  Grade  4.79 
HIJHEST  READING  OVER  ENTIRE  PE.il  Ou :  f/i^/3  ?  Wa  ter  at  Grade  ^.4a~ 
Data   Transcribed  By <r-»-A? Checked   By A.M. 


Remarks : 


i;op   surface ,    cement 
10' -4"  water  level 
10' -6"   sand  and  gravel 


Note:      See   explanatory  notes   on 
first   pa-^e   of   this   Book 


Date   of   Report  ////v/yfl 
Approved   By     /    ,/?/ 


Location: 


Z 

o 

0 

< 

u 


REPORT   ON    GROUND  WATER   LiV^L  STATION 

Vvr'   side   of  Maitland   St.    12'    N   of 
Priva  te   Viay   S   of   Deacon   St 


3t&Si°n  21-13 


Maitland    5t. 


Ih/a'o'IjI 


^ 


>- 


0. 


Sketch  Drawn  By     DJ~H 


_Che  eked  By_ 


Mr  L.    Scale  MQfyE 


Wall   Installed   j/i^/ie     Depth    ^ 


_Grade   Top  of  Well      /7.rs? 


Readings    taken  over  period   from^/^S^  fro  :?/>«>/?;?  and  f r orn 3//<//</g  t o  date 
First   reading   taken v/y/jc Vuater  at   Grade       p-.^p 


Latest   reading   taken 


iUt£jjq 


Jiiater   at   Grade      ~7.7S 


LCbESl   REUDIN.i   OVER  ENTIRE  PERIOD:  9/30/37  Voter  at   Grade     7.  /  7 
HIGHEST    READING   OVER   ENTIRE   PERIOD  :  7/3-J/3fr  Viia  t  or   at    Grade      %$-/ 

Data    Transcribed  By c.nn, Checked   By f\,\A  ■ 


Rema  rks : 


Top  surface ,  cement 
10'  sand  an  r  vel 
10' -6"   peat 


Note:      See    explanatory   notes   on 
first   pa^e   of   this   Book 


Date   of   rieoort/Z/AS/y^ 
Approved   3y    j_  ,/?, 


REPORT  ON  GROJND  WATER  LEVEL  STATION 

Location:  N  aide  of  Brookline  ^ve.  87'  E  of        Station 
Westerley  Driveway  to  Sears  Hoebuck  Bldg.  No. 


>  2 

>  cc 

5      < 


-67'0' 


21-15 


-I 


Brookhne    Ave.. 


Sketch  Drawn  By     DTK Checked   By       \A/,A^oL.  Scale  NONE" 

Well   Installed     y^/j^       Depth     /j'i-c"         Grade   Top  of  Well  /£,g3<? 
headings    taken  over  period   from  *s/p/j ^to jAafj<?o,ri&   from   j/?/V<?to  date 
First    reading   taken y/f/?i  4. Water  at   Grade     t.gjrf 


Latest   reading    taken // // y/V<y 


j/Vater  at  grade    vj  ,  7  f 


LOnEST   READING   OVER   ENTIRE   PERIOD:  <?/3o/37  Water  at   Grade     ^/,Ji9 
HIGHEST   READING   OVER  ENTIRE   PERIOD  Q/  7/Vfl  Water   at   Grade     ^.  /7 

Data   Transcribed    By o-./v?. Checked  By  A.M. 


Remarks : 


Top  surface,  cement 
1  '-6"  sand  and  gravel 
11 f -5"  water  level 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report////y/yp 
Approved  By  /_  ,  /?, 


Location: 


REPORT   ON    GROUND   WATER   LEVEL   bTrtTlON 

Station 
N   side   of      Peterborough  St.    129'    E  of         No.         21-15 
Park  Drive 


x 
o 

O 

o 

tf 

V- 
Uj 


.Sketch  Drawn  ByDjH 


Park    Drive. 
_Checked  By W.  Mci  L.    Scale  NONE' 


Well  Installed  3/3* /«£  Depth  ,i"-^~  Grade  Top  of  Well  j7.7S^f 
Headings  taken  overperiod  from  As/f/j£to  ^/aa/if^n*!  from  ^//y/^J^o  date 
First   reading    taken +//f  J36 Water  at   Grade      p.  ->s? 


Latest  reading   taken_ 


/ij/i/vo 


_'.,ater  at   Grade      C>.~7 C, 


LIW.4ST   READING   OVER   ENTIRE  P  &i  I  OP ;  ////3/vo    V-  a  t  e  r  at   Grade      6.JV 
HIGHEST  READING   OVER  ENTIRE  PERIOD : 7/g. <)/j  t  Water  at   Grade      9.  6  I, 
Data   Transcribed   By cf  A7 Checked   By  A.M. 


Remarks : 


Top  surface ,  gravel 
11'  sand  and  gravel 
18'    silty  sand 


Note:      See   explanatory  notes   en 
firsts  page   of    this   Book 


.Date   of   Report//// y/y^? 
Approved   By     L_.R. 


REPORT   ON    iROUND   WATER   LEVEL   STATION 

Location:     N   side   of   fark  Drive   Opp.    199   Park 

Drive 


Station 

No.      21-17 


/\*1 


P/V.RK       OftlvE 


Sketch  Drawi    riy     DJH 


^Checked   3y        \/\l.  K)r.  L  .Scale  MQNE 


'Well   Ins  ta  lied      3A  <*A<£ Depth      y^-L  ^  " Grade   Top  of  Well    /f.  ,<?? 

Readings    taken  over  period   from  y/?/*^  ^03/0/?  and    f  r om  4 /■?/?-£ o  date 

First   reading    taken &/&/££. Voter  at   Grade    /j,/?? 

Latest   reading   taken / / / /V/^/0 Water  at    Grade    </./)y 

LOv.EST  READING   OVER   ENTIRE   l^RlODt  ////Jj/VQ    Water   at   Grade    fc /)  7 
HIJHEST   READING   OVER   ENTIRE   P  5R I  CD ;  / //  f-/,j  ?      W  a  t  e  r  at   Grade/,?.  ^  f 

Data    Transcribed   By <g.yi?. Checked   By /4.M> 

remarks : 

i'o.t  surface,    grass 
12v   sand  and  gravel 
17V  silty  sand 


Note:      See   explanatory  notes    on 
first  pa  ;,e   of   this   Book 


-Date   of   & e po r t ///A//V<9 
Approved   By  /_./?, 


REPORT   ON    iROUND    IfoATER   LEVEL   STATION 


Location:        S   E  corner  of  St.   Marys   St.    and 
Beacon   Street 


Sta  tion 

No.         21-18 


Beacon 


Sketch  Drawn  By      qjh 


^/£'£ 


<r- 


4 


S-r 


5 

< 
<0 


Checked  By        \A/. /V|, 


Scale  NONE 


V; 


ell   Installed  '  y/j/ A  y    Depth Grade   Top   of  Well    /^,  ^», 

Readings    taken  overoeriod   from  j/^Xfto and   f romjyfr/^^to   dat( 

First   reaain^    taken &J^uJj£  f Water  at   Grade__£-2-2. 


Latest   reading   taken 


O 


Water  at   3-rade      y,*/D 


LOWEST   REhDING   OVER   ENTIRE   P Eril  OP :  ////,  j /y^  ':; a  t  e  r   at   Grade       /^  y 
HIGHEST   READING   OVER   ENTIRE  PERIOD iy/&j/tf0-  Water  at   Grade     <py? 
Data   Transcribed   By ^    ^ Checked   By A.M> 


Rema  rks : 


15'    sand  ana     -ravel 


Note:      See   explanatory  notes   on 
first   page   of   this   Book 


Date   of   Report ////y/yfr 
approved   By    /    .0. 


REPORT   ON     ...    UND   WATER   LEVE1    STATION 

Location:       S  E   side   of  Medfield   Street   &  St. 
' Mary '3    Street 


Station 

No.         21-19 


Meofielp 


Sketch  Drawn  by DJ\H_ 


L 


y 

or 


Checked   By 


MJ& 


Scale  NiQN£ 


'.Vsll   Installed     4//>/*</       Depth 


Readings    taken   over   period   from_ 
First    reading   taken .3/3//1? 


Latest   reading   taken_ 


0 


_Grade   Top   of  hell    /7,  ?g 

and    t,vorSi^//r/ya  to   date 
_)»ater  at    Gra d e      j? .  <-  „ 


jjater  at   Grade      ^,  S7 


LOwEST   REaDIN3    OVER   ENTIRE   ?  Eh  I  OP :  ////jl/*/D     Vva  t  e  r   at    Grade      ^,^J 
HIOHLST  READING   OVbh  ENTIRE  ? En 1 0 u  13 /3 //VO  Wa tar  at   Grade     ^^ 
Data   Transcribed   By ^  /*?. _____   _Checked   By AJ^L 


Remarks : 


L  '  sand  and  gravel 

15*  to  19'  clay  hard  pan 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ////V/y^ 
Approved  By  L..J3. 


REPORT    ON    GROUND   WATER   LEVEL   STaTION 
Location:     S   E  corner  of   Park  Drive   and   Buswell  Station 


Street 


I,o 


21-20 


Id 
> 

a 


B*jsva/  e.«_i_ 


St. 


Sketch  Drawn  By     t^lH 


Checked   3y  W.  f^c-L.  Scale    NONE 


Well    Installed       j,/,*/**    Depth 


Grade   Top  of  Vaell     /7.^.< 

Readings    taken   over  period   from  j/s/Ar^o and   f  romj/yyj^  to   date 

First   reacting    taken a /a  /A  <* Water  at   Graae     ^^ 


Latest   reading   taken 


V.ater  at   Grade   ^  ,  yy 


LOWEST   READING   OVEri   ENTIRE  ? itilQD i / / / /  J-/v /I   Voter  at   Grade   S~t  /j~" 

.-  -       / 


HIGHEST   R  !      !    [G   OVER   ENTIRE   PERIOD:.?/?//??  ..ater  at    Grade    £ .  I,  J 
Data   Transcribed  By o£* Checked   By 6J&1 


Rema  rks  : 


10*    sancl  and  gravel 

10'    to   15'    sand   and  part   clay 

15*   to  17f    clay 


Note:      See    explanatory  notes    on 
first   page   of   this   Book 


Date   of   Roport////jyV^) 
approved   By_ 


REPORT  OH  GROU.     .TER  Lt-VEi  STATION 


Location:   N  end  of  Baboock  St.,  near  R.R 


Station 

No. 


21-21 


<£ 
0 

L 

X 

< 


7TI 


0A6COCK 


St. 


Sketch  Drawn  By    pjfj 


Braves    Field 


Checked   By         |/\/,Mc  L.  Scale  ^QNEL 


Well   Installed 


Depth 


Grade   Top  of  "■■veil  ^3.aV 

Readings    taken  over  period   Hvoxn.^A//^^  to and   from .i/zr/s/f  to   date 


First   reading   taken 


■</?//*  g 


Latest   reading   taken 


s/vo 


_Vi/ater  at   Grade      sa.a^s 
JVater  at   Grade     //.  4/^ 


L0'«.  EST   READING   OVER   ENTIRE   PERIOD :  /o//j-/*/Q   Water   at    Grade    //JV 

HIGHEST   READING  OVER  ENTIRE  PERIOD;  v/2  ?Att  hater  at   Grade  /J',  <f  f 
Data    Transcribed   By q  A/y Checked  By /\  ,/V]. 


Remarks  : 


Note:      See   explanatory  notes    on 
first   page   of    this   Book 


pate   of   Report // //j>  / J-/Q 
Approved   By    I _,R, 


.REPORT  ON  GROUi.B  WATER  LEVEL  STATION 


location:    S  side  of  Ashford  St.  270'  W  of 
Babdock  St.   (15'  W  of  ^ulson  Poie) 


Ashford        St. 


*  a" 


Je/J^ 


■2760 


^ 


Station 
No.  21-22 


X 

o 
o 

CD 
< 

CO 


Sketch  Drawn  3y   pJH 


Checked  By       \N.MclL.       gkale  yJQMcT 


< 
CO 


Well   Installed Depth Grade   Top  of  vVell  jtg.  /j 

Headings    taken  overperiod   from  a/.?//*? to and  from  y/r/sj  to   date 


First    reading   taken 


3/3/ /jtr 


Water  at   Grade     /^-.  /y- 


Latest   reading   taken_ 


////5'/vo 


Jiater  at   Grade  / A-,  OS 


LOWEST    REaDINi    OVER   ENTIRE   PERIOD:/? 


O   Water  at   Grade    / cZ-.V? 


HIGHEST  READING   OVER   ENTIRE   i ^1 C J : y/2 9/W Via ter  at   Gradel/XJ^ 
Data    Transcribed   By C.jv\. Checked   By /\,/V], 


Remarks : 


Note:      See   explanatory  notes      on 
first   page   of   this   Book 


Date   of  Reoort////jyV^ 
Approved   By     /     R, 


AsLt>OnT   ON    GROUND   WATER   LEVEL  STATION 
-Location:     '..    side   of   Gaffney  St.,    opo.   Alley  near      gtation 


comm.    armory 


No. 


21-23 


BR/VN/E-S       flELLD 

\i — CO'o" 


GArFNey 


O 


^  r 


.Sketch  Drawn  By    pjH Checked   Sy       \A/,  Mc  L,  Scale  MQNE, 


Well   Installed 


Depth 


Grade   Top  of  Well  ^  ^ 

Readings   taken  over  period   from j/a//vfrQ and   from^^^to   date 


First   reading    taken 


.1/1/ A  r 


Water  at   Grade 


Latest   reading    taken 


/s/yo 


_Water  at   Grade      q  /?y 


LOWES!   READING   OVER  ENTIRE   PERIOD    :  1//3/L/O  Water   at    Grade    / C.6~ C 
HIGHEST  READING  OVER  ENTIRE  PERIOD X&fal  13 9 Wa tor  at  Grade  /<£.,f<£ 
Data   Transcribed   By c.  A? . Checked   By ,-4»M. 


Rema  rks  : 


Note:   See  explanatory  notes  on 
first  pa^e  of  this  Book 


Date  of  Report  ////,f~/y<9 
Approved  By   /  .  /?, 


REPORT   ON   GROUND  WATER  LEVEL  STATION 


Location:     S  W   corner  of  Malvern  &  Ashford   Sts  . 


Station 

No.  21-24 


AkSHFORD 


5t. 


Sketch  Drawn  By    D.TH 


Well   Installed 


""V5" 


i 

a 

> 

j 

4. 

I 


^Checked  By       W.  M  e  L  ,  Scale  NONE 


Depth 


_Grade  Top  of  Well  yj_  ^ 


6. 


Readings  taken  over  period  from 
First  reading  taken 


to 


_and  from  ?//>//<?  to  date 


sJlz/zC£ 


_Water  at  Grade    g^f* 


Latest  reading   taken 


_Water  at  Grade  J-V.&J 


LOWEST  READING  OVER  ENTIRE  PERIOD t/o///</o  Water  at   Grade  J-3,yf 
HIGHEST  READING  OVER  ENTIURE  PERIOD ; 7/jL  ?M)Wa  ter  at   Grade  ^S.6  ^ 

Data   Transcribed  By ci-tO  ■         Checked  By ArM  / 


Remarks : 


Note j     See   explanatory  notes   on 
first  page  of   this   Book 


Date  of  Report ////r/yfl 
Approved   By      L^.  S, 


- 


. 


* 


REPORT   ON    GROUND   ftiiTER   LEVEL   STATION 

Location:     W   side    of  Aberdeen  St.   20'    N   of   *15  Station 

Wo. 


21-25 


ABERDEEN 


( 


i  C 


^ 
o 

u 

< 

03 


tSketch  Drawn  By     oj~H 


>- 

_l 
-J 

< 


Checked   By 


St. 


+--20'-j| 


>- 

u 

-J 
-J 

< 


I   V- 


\M.    McL.S c a  1  e  NOME 


Well   Installed     ^//7/jy  Depth Grade   Top   of  Well     /?  <-^ 

Readings    taken  over   period   from  *■ to and   from  &//?/»/■ /fro  date 

First   reading   taken 


Latest    readin;:;    taken 


fi / /p /y.o < •  a  t  er  at   Gr a d e    s_  +/ 

//  /  / 5~ /V0 Water  at   grade     W.Q  f 


LOWEST   READING   OVER    ENTIRE       3 il  OP : S/SL $/*/p  water   at    irade  3.33 
nIJKEST   READING  OVjirt  ENTIRE  PERI  OP  t  V/jt^fVO  Wa  t  er   at.    Grade_^_7i£_ 


Data    Transcribed    By_ 


CM. 


Checked    By_ 


A.M 


remarks  : 


O'-IO'    sand  ravel 

10  '-It}'   very  hard  compressed  fine   sand 


Note:     See   explanatory  notes    on 
first   pa^e   of    ti  is   Book 


'Date   of   Report  ////s/VO 
approved    By       /    .J~J,_ 


REPORT  ON   GROUND  WATER  LEVEL  STATION 

Location:     N  W   corner  of   Beacon  Street  and   Arundel         Station 

Street  No*       <Jl-<Jo 


J 
J 

hi 

a 

Z 

I1 


6£"ACO/V 


St: 


Sketch  Drawn  By    DJH 


or 

Ui 

5: 


.Checked  By      \A/.  Mc  L.  Scale  NQKiE. 


Well  Installed      y/r/j?     Depth 


Readings    taken  over  period   from 

First   reading   taken -*/*.  p-/*sa 


Grade  Top  of  Well     j-j.^-% 

to and   from  £&£&&■ to  date 

Water  at  Grade      a  ,  y^ 


Latest   reading   taken_ 


////r/w 


_Wat er  at  Grade     3.3  ? 


LOWEST  READING  OVER  ENTIRE  PERIOD :/o/^/4/<7  Water  at   Grade   3.<2- 1 
HIGHEST  REnDING  OVER  ENTIRE  PERIOD %y/j.3/</o Water  at   Grade    V,ti~D 

Data   Transcribed  By GL*/2L Checked  By A.M  • 


Remarks : 


'  -isO  '  sand  and  gravel 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report  ////s/VQ 
Approved  By  /_  3- 


■  . 


. 


■ 


. 


. 


Location: 


HBPORT   ON   GROUND  lATER   LEVEL  STaTION 

N  E  corner   of   Hinsdale   &  Cummington 

Street. 


jSta  tion 

No.        21-27 


|tftj 


H/NSD^fLEr 


z 

o 
k 


Sketch  .Drawn  3y     q  tj*  k\ 


Vvell   Installed 


5T 


o 
o 


_Ghecked   By        VA/.  M  c  1    .     Scale  k\C> Me 


Depth 


headings    taken   over  period   from 
First   reading   taken 


jj&e/gz. 


Latest   reading   taken_ 


////f/yo 


Grade  Top  of  Well  a*  . „ / 

to and  fromj^y^-  to  date 

Voter  at   Grade     #: /*>- 

Wa t e r  at    Gr  a d e     DRV 


LOWEST   READING  OVER    ENTIRE   b^-tlQD:  <?//4/f/0  V.ater   at    Grade    .3.-3Q 
hlJn^ST    HEADING   OVER    ENTIRE   r^i.CD :  V/z  9/YO  water   at    Grade     y  f ,  ? 


Data  Transcribed  by        C-A? 

Checked  by     A.M. 

Re  ma  rks  : 

Note:   See  explanatory  notes  on 
first  page  of  this  book 

Date  of  Report ////J" /V0 
Approved  By  /  ./j.     

REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location;   S  side  of  Boylston  St.  in  front  of  Esso   Station 
Gass  Station  near  corner  of  Park  Drive  


No. 


21-28 


> 

flL 


0OYLSTON 


St 


~\ 


or 
< 
a. 


Sketch  Drawn  By      D  rT  H 


Well   Installed 


r 


ESSO      CAS     STATION 
_Checked  By      W.  McL,    Scale  MO  N£ 


Depth_ 


Grade  Top  of  Well  /;.  y/ 

Readings  taken  over  period  from.f/^/^yto and  f  vom^/^rg  to  date 


First  reading  taken_ 


.■%A/./j  r 


Water  at  Grade  <£.  >=»/ 


Latest  reading  taken_ 


7/ a.  v/yo 


JAJater  at  grade  l£B£  g 


LOWEST  READING  OVER  ENTIRE  PERIOD ly/^s/vo  Water  at  Grade    y.^  $ 
HIGHEST  READING  OVER  ENTIRE  PERIOD:  Water  at  Grade  ' 


Data   Transcribed   By 


<2.A? 


_Checked  By_ 


A.M 


Remarks : 


Note:      See   explanatory  notes   on 
first  page   of   this   Book 


Date  of  Report  7/2.W/VO 
Approved   By    j   ,ft. 


- 


' 


" 


_ 
- 


' 


. 


REPORT   ON    3ROUND   ftATER   LEVEL  STATION 

Location:      N   side   of  queens Dury  St.,    near  corner  Station 

of   Park  Drive  No.  21-29 


XL 

< 

a 


<SftA^S-S         PLOT 


(W'(^ 


QUEE-MSBURY         5T 


C/3A-S-5  PL.OT~ 


Sketch  Drawn  By   ft  rH 


Well  Installed 


Depth 


Readings    taken  over   period   from 

First   reading    taken j// p/va 


_C  he  eked  By      W.  McL,    Scale  NONE 

Grade   Top  of   Well     j*  _i  * 

to and   fromj/^fy/^dto  date 


Latest   reading    taken 


jjlUh&jl 


Jvater  at   Grade     ?.a^ 
Jvater  at   Grade ytsi  ? 


LOwEST  READING   OVER  ENTIRE   I ' ^u  1  OP : ////, j/vq W a t e r  at   Grade      ?// 


HIJH^ST  READING   OVER   ENTIRE  PERIOD; 7/3 /VO  Wator  at    Grade     7.  ft 


Data   Transcribed  By_ 


a.  w- 


Remarks  : 


Checked   By 


A.M> 


Note:      See   explanatory  notes   on 
first    page   of   this   Book 


Date   of   Report ////V/VO 
Approved  By      /    ,/?, 


REPORT  OH  GROUND  WaTER  level  station 

Location:     S   side   of  Cummlngton  St.,    5'   W   of 
Lawton  St. 


Station 

No.        21-30 


K 
W 


ST. 


2 
o 

-J 


Sketch  Drawn  By      Q-TH 


_Checked  By        \M.   MoL,       Scale  MQNe 


Well   Installed 


Depth 


Headings  taken  over  period  from 
First  reading  taken 


3//r/^o 


Grade   Top   of  Well   ^_^  ^Q 

to and   f vo™j//f>/s/j   to  date 

*»ater  at    Jrade      /c .  ^ it 


Latest   reading   taken 


////.f/VA. 


water  at   Grade    ^  5  y 


LCv.EST   READING  OVER   ENTIRE   1'd.iaO'Di/ o//s/vo     Yteter   at    Grade      A/,<)7 
HIGHEST   READING  OVER   ENTIRE   PERI  Gu :  *//jL3/t/o  water  at    Grade     t,,fr*f 


Data   Transcribed   By_ 


r-W- 


_Checked  By_ 


JJ± 


Remarks  : 


Note:      See   explanatory  notes   on 
first   page   of   this   Book 


Date    of   Report ////r/yfl 
approved   By    /     ,/?, 


REPORT   v.j    1ROUNE    WATER   LilYEL   STATU  N 


Location:        S   siae   of   Boylston  St.,   V.    of  Kilmarnock     Station 

Street   in  i'ront   of   the   Splendid   Cafe  No.      21-52 


J 


V 


^ 


BOYLSTON 


St; 


if 


I 


y  /   ; — 7— 7~ 7 — t 
/ 

'  THE    SPLETND1D      / 
CAfE 


.Sketch  Dravm  By      p  th 


r 

o 

< 

-J 

Checked  By 


JALK 


C_ 


j Scale  NONE: 


Well   Installed 


Depth 


headings    taken   over   period   from 

First   reading    taken -fZ/r/fSa 


_Grade   Top   of  Well      /7.a_ 

_to and   f rom s/zf/ya to   date 

Water  at   Grade     ^<  ?y 


Latest   reading   taken_ 


////s/yp 


_Water  at   Grade  . /f.  /  .4 


LOWEST  READING   OVER   ENTIRE   P JiRIOD : /^//  7 /vo  Water   at    Jrade     V.7  f 
HIGHEST   REhDIN3   OVER  ENTIRE   PBRIQDiV/jLj/^  Wat»r  at   Grade    /^  <£ 

Data    Transcribed   By g.  /v?_ Checked   By A.Mi 


Remarks 


Note:      See   explanatory   notes   on 
first    pa^3   of   this    Book 


Date   of   Report// //S~/yo 
Approved   By  l_.fi, 


Location: 


REPORT   ON   GROUND  WATER  LEVEL S TATI ON 

N    side    of   Overland    St.,    20'    N    of    brooklin^tation 

Sti  Avenue  jj0  .    21-55 


Sketch  Drawn  By     DTK 


_Ghecked   By        \A(.  M^L    .   Scale  MdNE 


Well   Installed 


Depth 


Headings  taken  over  period  from 
First  reading  taken 


JUl£/&L 


Latest   reading  taken 


////s/yp 


Grade   Top  of  Well     /^/fr 

to and   from jr// jf/'/cfc o  date 

Water  at   Grade      .<-.  y^ 

Water  at   Grade     ,f~,  73 


LOWEST  READING  QV£rt  ENTIRE  ^ i^ul OP :  j~ /^ f/V^  W a t e r  at  Grade  aJ.S 0 
HIGHBST.HErti.INJ  OVER  ENTIRE  PERIOD:  V/J-^Am  Water  at  Grade  ^  .V/g 
Data    TranacriDed   By ^  ^ Checked   3y A.fv\. 


Remarks : 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report ////S/VO 
approved  5y  /  .ft. 


REPORT    ON    JHOUUi>  W«TER  L^V^L    STATION 


.Location:        W   side    of  Blandford   St.,    on  corner   of 
Comm.   Ave.    (near  Temple    Israel) 


Station 

No.  21-34 


Common  i*/e#l  th 


rf\/£ 


TEt*\f>L£ 


Sketch  Drawn  By      t>TH 


I 
Ik 


Qi 

o 

Checked   By 


1/1/.  McL.       Sea  1  e  NONC 


Well   Installed 


Depth 


Readings    taken  over   period   from 
First  reading   taken 


3rade   Top  of  Well    juLJl£L 

to and   f ro m.j//f/ffJ t o   date 


j//r/ys 


Latest   reading    taken 


Water  at   Jrade       4f-/J? 

////oL  /</Q Water  at   Grade     y.s  IT 


LOWEST   READING   OVER  1NTIRE   PERI  Ou ;  *///s/VO    Wa  t  e  r  at   Grade    3.  % J 
HIGHEST   READING  OVER  ENTIRE  PERIOD i&/ju/yo  Water  at   grade    S.JL.C 


Data    Transcribed    By_ 


c.rt 


Rjmarks  : 


Checked  By  A.M. 


Note:      See   explanatory  notes   on 
first   pa=j;e   of    this   Book 


Date    of   Report ///AZTV/? 
Approved   By    /   . R. 


Location: 


REPORT  ON  GROUND  EhTEh  LEVEL  STATION 

W  side  of  Soldiers  Field  Rd . ,  32 «  N  of 
ESI  Pole  M359  600'  S  of  Wall  22-01 


Station 

No.    21-35 


^HARt-eis  Ri^£« 


^-v 


SOLDlEfii5  fizLD 


— \t 32 


Ro/\P 


Sketch  Drawn  3y     t>  j~ H 


_Checked   By        W.Mc  L  ■  Scale  M0NE. 


Well   Installed     g/afht,    Depth  JS'C         Grade   Top  of  Well_ 


Readings    taken  over  period   from 

First    reading    taken f/r/^7 


and   from 


to   date 


V»ater  at   Grade 


Latest   reading   taken / nA?/  /*/() Water  .at   Grade  a/q  ^RAPE 

LOWEST   READING   OVER  ENTIRE   PEffiEOD: Wa'ter  at   Grade 

Water  at   Grade 


HIGHEST    READING    OVER   ENTIRE  PERIOD: 

C./V7. 


Data    Transcribed   3y_ 


Chocked   By_ 


AM, 


Remains  : 


Note:      See   explanatory  notes    on 
first   pa_,e   of   this    Book 


Date    of   Report/ a/3 //V£> 
approved   By     ^,./?< 


REPORT    ON     iROUNl        .  LEVEL  STATION 


Locat 


ion:         IN    side   of   Soldiers   Field   Rd..   240'    N   of         Station    21-36 
I   Pole   M365.      6CX) '    N   nT   v<el1   22-56 Wo., 


l^r- 


Solders       FtEuD      ^oAD 


k-   &oo' 


Sketch  Drawn  3y     bjH 


Checked   By       \M,fA<^L.    Scale  HOME: 


Well   Installed     &/j.9£JC>    Depth 


Grade   Top  of     Well 

Readings    taken  over   period   from to and   from to  date 


First   reading   taken_ 


f/F/a ? 


Water  at   Grade 


Latest   reading   taken_ 


/t//«/*/0 


LOWEST    READING    OVER    ii.TIita   PERIOD: 


_Water  at   Grade  [\m  grade 
Water   at   Grade 


fIGHEST    READING   OVER    ENTIRE   PERIOD: 

gLgZ 


Data   Transcribed   By_ 


Water  at   Grade_ 

_Ghccked  By A.M. 


Rema  rks  : 


Note:      See   explanatory  notes    on 
first   par-e   of   this   Book 


Date    of   Ra?ortj///j-/V0 
Approved   By    L..R. 


REPORT  ON  GROUND   WATER   LEVEL   STATION 

Location:      E   side   of  Ashby  Street   5'  N  of  Public 
Alley  7?907 


Station 

No.   S-21-01 


/=>(/£) tc  /?//<?/  907 


* 
") 


4\ 


Sketch  Drawn  By       nJH  Checked  By      Ifl/.Mc  L,  Scale — N CH\*^- 


Depth 


_Grade  Top  of  Well  /? \^  a 


Well  Installed 

Readings  taken   over  period  f ro m^^^t o j>/f ^yan d  from^^to   date 

First  reading  taken Jl/.'f.^C  Water  at   Grade     ^*<» 


////t/Y0 


_Water  at  Grade     ZV,? 


Latest  reading  taken 

LOWEST  READING  OVER  ENTIRE  PERIOD  :  XJ  7/yo  Water  at   Grade    ^  ^^2- 
HIGHEST  READING  OVER  ENTIRE  PERIOD  : V/a a,/J £  \  ate r  at   Grade     ?,^ 

A.M. 


Data  Transcribed  By_ 


cw. 


Checked  By_ 


Remarks 


Note:      See   explanatory  notes  on 
first  page   of   this  Book 


Date   of  Report ///Af/Vd 
Approved  By    /  _ ,  B. 


A'ORT  ON  GROUND  WATE]    FEL   STATION 
Location:   VU  side  of  Soldiers  Field  Rd.  1242'  S    Station 


of  Cambridge  Street 


I  o . 


22-01 


x/^ 


_^ 


JOLD/EMJ     f/ELD  RD. 


Sketch  Drawn  By         ^  &■ Checked  Ey     \/l/.  McL.    Scale      None. 

Well    installed  7/^  /jL     Depth     /o'-L"    Qraae   Top  of  Well    /3,P*~*r~ 

Readings   taken  over      eriod  from  f/^/3 L  X,o*////j'f  and   froni-^^to  date 
First  reading  taken f/^/3  I ^ater  at  Grade       f  .9? 


Latest  reaciing  taken 


/li/j/VO 


..ater  at   Grade      F".  /  f 

LOWEST  READ  KG  OVER  ^NTIRE  PER  1 0 D :/ o//  fr/yp     V,  ater   at   Grade  7.S.3 
HIGHEST  READING  OVER  ENTIRE  PERIOD:  7 '/J. flit  T  ater   at   Grade  //.C  U 


Data   transcribed  By_ 
Remarks : 


.C'F 


_C  he  eked  By_ 


AJ& 


5'    fill 

3?    to   10' -6"    sand   &  silt 

5'    (aoout(    water 


Note:      See  explanatory  notes  on 
first  page   of  this  Book 


Date   of   Report ///A3/V£ 
Approved     y    /_ .  B, 


REPORT    ON    GROUND  Yi/ATER    LEVEL   STATION 


Location: 


W   side   of  Soldiers   Field   Kd .    642 '    S   of       Station 
Cambridge  Street No.      22-02 


-^ 


-*  N 


642-0  t 


/SOLDIEMS     F/ELD   £d 


1° 


o 


■XS*- 


J\ 


Checked  By      \/\j.  fJ\t 


Scale     /Vo/ze 


_Grade   Top  of  Well   /A,Y?l> 


Sketch  Drawn  By       ^   ^ 

Well   Installed    f/W/fL Depth 

Readings    taken   over  period   Hvom.<f/j-/jj  to^/z/sf  and  fromJ^^jK^o  date 

First   reading   taken f/^-/3 (- Water  at   Grade        7.9? 

Latest   reading   taken // //A  /Vd rtater  at   Grade        7t.3  £ 


LOWEST   HEADING   OVER  ENTIRE   .^ER IOD ;  f/j  *s/V0   T<»  a  t  e  r  at    Grade       CVS 
HIGHEST  READING  OVER  ENTIRE  PERIOD Vo/aSfo?  Water  at  Grade       £7  7 


Data   Transcribed   3y_ 


Jo -P. 


Shecked  By_ 


AM,. 


Remarks : 


4'  fill 

4'  to   16'    silt 

Id'  to  21'    silty   sand 

21'  to  25' -6"    fine   sand 


Note:      See   explanatory  notes   on 
first  page   of    this   Book 


Date   of   Report /(//j/VO 
Approved   3y      L . B. 


REPORT   ON   GROUND  WiiTfiR   LEVEL  SThTION 


Location:     N   side   of   Cambridge   St.    8'   W   of    L.P. 
near   State   Prop.   Line,    Soldiers   Field   Rd. 


Station 

No.  22-03 


LP. 


8-0' 


C/9MBK.JDGL  J  T 


$ 


V 


\ 


Sketch  Drawn  By_ 


L.X 


Scale    yVo/2e 


Checked  By     W.McL 

Well  Installed  7/>f/^Depth  /3  Grade  Top  of  Well  J P*  Iff 
Readings  taken  over  period  from  ?/*AC  to  f/'/j4!  and  from y^P/^i-o  date 
First   reading   taken 7/*-/3L Water  at   Grade      f  7«z- 


Latest   reading   taken_ 


sc/^/VO 


_Water  at  G-rade     ff ><£.£-. 


LOWEST  READING  OVER  ENTIRE  PERIOD  :/<?/a.//j  7    Water  at   Grade    7.V7 
HIGHEST  READING  OVER  ENTIRE  PERIOD:  V/^V/y<J  ftater  at   Grade     f.  9cL 


Data   Transcribed   By_ 


a  iz 


Checked  By 


A.M. 


Rema  rks  : 


15'    filly    (sandy  clay; 
8'    (about)    water 


Note:      See   explanatory  notes   on 
first  page   of   this   Book 


Date   of   Report /p/Z?/V0 
Approved  By       L.J?, 


- 


REPORT   ON   GROUND  WATER   LEVEL  SThTION 

Location:      N  aide  of  Cambridge  Street   52 «    E  of 
Driveway  in  front  of   Boston  Con.    Gas   Co. 


.Station 

No.      22-04 


so 5 ro//  Con  6-/9S  Co. 


-52-o 


C  fiMB&/D6£.     St. 


.Sketch  Drawn  by_ 


l  /e 


_Checked   By \A/.McL.    Scale     Monz 


Well   Installed    J/f/3L    Depth    /d'~Lu    Grade  Top  of  Weil      / 3.*~0*>~ 
Readings    taken  over  period   f rom^y^to^^/^and   Zvomft^rf/yb o   date 
First   reading   taken f/i^^l Water  at   Grade        / d' L  7 


Latest   reading  taken_ 


////,  l/VQ 


_Water  at   Grade      /0,/J 


LOWEST  READING  OVER  ENTIRE  PERIOD:  V///jf     Water  at   Grade        8\  Q  / 
HIGHEST  READING  OVER   ENTIRE   PERIOD  ;7/<Zf/?f    Water  at    Grade    J  /J~ / 


Data   Transcribed   By 


J3.A 


Checked  By 


.A£k 


Remarks: 


5' -6"    sand   &  gravel  fill 
5' -6"    to   10»-6"   dirty   sand 
4'    (approx.)    water 


Note:      See   explanatory  notes   on 
first   page   of   this   Book 


Date   of  Report  ////j/VQ 
Approved   By      /_./?, 


Location: 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

N  side  of  Cambridge  St.  in  front  of 
^135  opp.  Boston  A  Round  House 


Station 

No.        22-05 


#/37 


*/35- 


f 


JT 


C  fir<T5£/06E  ST. 


So  J  TOM  /?.     gourtD*tf0U5£ 


Sketch  Drawn  By       i.  /f Checked  By_J^J^L^Scale_/^t«„ 

Well    In3talled_£ffi/?£     Depth   /*"-*  "     Grade   Top  of  Well     /tT,  3?S_ 
Readings   taken  ovefc   period   £YQm7/f/j  L  to  7/4^  and   from^^ato  date 
First    reading   taken f/f/ll Water  at    Grade      ?■  <*/ 


Latest   reading   taken_ 


/(//.i/yp. 


water  at   Grade      ftSif 


LOWEST   RIDING   OVER  ENTIRE  PERIOD i / 0/ y/j 7      Water  at   Grade     7.71 
HIGHEST  READING  OVER  ENTIRE  f  ER I  OP;  7/j.T/j  f   Water  at   Grade  /  Q.3Z 


Data   TranscriDed   By_ 
Remarks: 


£>.F 


Checked   By 


AM, 


7'    fill 

V    to   15 '-6"    sand   &  gravel 

3' -6"    (about)    water 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Reyort//// J  / y0_ 
Approved  By   /  . R, 


- 


Location: 


REPOKT   ON   GROUND  WATER  LEVEL   STATION 

N   side   of   Cambridge  St.    30' -6"   W   of 
Windom  Street 


Station 
No. 


22-06 


JO  -6 


s 


C  f?MB&./D6£,        Jr. 


.Sketch  urawn  By 


A- A. 


_Checked  By     [A/.M. 


Scale     Jiona 


Well   Installed  S/Y-/3L     Depth  /£"*-  <-"  Grade  Top  of  Well    )1.  *} 6^- 
Readings    taken  over  period   from^fc^   to  w'/*?  and   f  rom^f^yto   date 
First   reading  taken 7/f/ 3 C, Water  at  Grade      <P*  7<7 


Latest   reaaing   taken 


////V/4. 


_Water  at   Grade     £r/^ 


LOWEST  READIN3   OVER   ENTIKE  PERIOD;  /o/y/j7     Water  at   Grade  7,Vi^ 
HIGHEST   READING   OVER  ENTIRE  PERIOD;  7/-2,  ff/Jf  Water  at   Grade/  n.j  p 


Data   Transcribed   By  jH  «^~ 


_Checked  By 


AM- 


Rema  rks : 


7'    fill 

7'    to   15' -6"    sand   &  gravel   packed    very  hard 
10'    (about))   water 


Note:      See   explanatory  notes   on 
first  page   of    this   Book 


Date   of  Report  ////J  /VQ 
Approved   By    [_  .  0, 


■ 


• 


REPORT  ON  GROUND  WATER   LEV^L    STATION 


Location: 


5'   E  of  Stone  Wall  at  a   point    600'    N  of       Station 
■..astern  Avenue  Wo-      22"10 


Opvmnq 


\ 
\ 


;! 


*> 


^Field houses  '/. 
fy  / 

'//////////////////////A 


^Smi  ih       J^/ayyro  und 


\y<i  s  /  d  rn         fiver? 


ua 


Sketch  urawn  Bv^-^/-»r        Checked  By_ 
Well   Installed  e//Ju/aG  Depth, 


IA/.M.  L.    Scale^^^ 

_Grade  Top  of  Well  /  2..^jTI 


Readings  taken  over   period  f rom^^i^ZZ^Zi^d  fromj^Zjtfbo  date 
First  reading  f/.l/A?* *ater  at  Grade    ^££ 


Latest  reading  taken_ 


gz  */yg- 


Water  at   Grade  Pin gcied 


LOWEST  READING  OViiR  ENTIRE  PERIOD :  fr/3l/XL    V-'ater   at   Grade      /, ,  ff 
HIGHEST   READING  OVER  ENTIRE  PERIOD  i^^&O  a  ter   at   Grade  /g'^^ 

AM. 


Data  Transcribed  By__JcL£L 


^Checked  By_ 


Remarks: 


Note:      See   explanatory  notes  on 
first   page    of  this  Book 


Date   of    ;.ft-i:ortP/£/Vl 
Approved  Bv_  /    ./?/ 


REPORT  ON  GROUND  WATER  LEVEL  STATION 


Location:  S  side  of  Soldiers  Field  Rd .  590'  E 
of  Western  Avenue 


Station 
No. 


22-11 


In 

s 


CH/9RLEJ     &/VJZ&. 


Joldiezs  Field  &z>. 


590-0 


M. 


50-0- 


Sketch  Drawn  By         /•-/?• 


_Checked  By        1A/.  M. 


Scale     Noie 


Well   Installed     8/3/jL    Depth     /3/         Grade   Top  of  Well      /  3.    L  Fx 
Readings    taken  over  period   f vomf/il} [to ^-/^/3f^ nd  from ^^f/yoto   date 
First   reading   taken 7/**/ 3  £ Water  at   Grade       <f- .  y^y 


Latest   reading   taken 


uLlUmr 


J.ater  at   Grade      9J  f 


LOWEST   READING   OVER   ENTIRE   PERIOD:/^/  r/j7   Water  at   Grade      7.  J  f 
HIGHEST   READING   OVER   ENTIRE  PERIOD  '.3//L  A3  7  Water  at   Grade  //).£  7 


Data  Transcribed  By 

J^.P.      Checked  By 

AM- 

Remarks : 

10 '-6"  a  and  &  gravel 
12 » -6"  to  15' -6"  mud 

Note:        See   explanatory  notes   on 
first   page   of   this   Book 


Date   of   Report  ////?/V/) 
Approved   By     /_.  R. 


• 


. 


. 


REPORT  ON  GROUND  WATER  LE  EL  STATION 
Location:  On  P.C.  of  Soldiers  Field  Rd.  &  Western  Station 


Ave.,    N   side 


No. 


22-12 


P.C 


V/E37EM.N 


V, 


-   ^K£ 


Sketch  Drawn  By       /,.  ^.  Checked  Wy       lA/.Mc  L.Scale     >V°/*e 


.ell    installed     7/-*//^  Lepth  /^-^         Grade  Top  of     ell    J?- 777 
Readings   taken  over  period  fro.i^y^rC  to  4^4/^fcnd  fro    j/zj/rt to   date 

First  reading  taken ?/*/j  C Water   at  Grade        f-'h? 

Latest  reading  taken ///a? /Vfl .Water   at  Grade     fr.A-0 

LOWEST  READING  OVER  -RlUV'./o/ S"/37  Water  at   Grade      7. /  c^ 

HiGliEST  READING  OVER  ENTIRE  PER  lop  :  /  /j  fl/j  7  ■'■  ater  at  Grade     9 .7  fr 


Lata  Transcribed  By 


i^. P. 


Checked  3y 


JUL 


Remarks: 


9'-6M   water 
10*  -   sand   &  gravel   fill 
10'    to   15' -6"    coarse    sand   &  gravel 


Note:      See   explanatory  notes  on 
first  page  of  this  Look 


Date   of  Report/ ///J /VQ 
Approved  My      L   .B. 


REPORT  ON  GROUND  WATER  LEV    TATIQN 
Location:  N  side  of  Western  Ave.  629'  W  of  Soldierestation 


Field    Road 


i&- 


250-t 


2 


/*.£.  7Z.L.  POLe.    US 


6Z9-Q 


Western     Ave 


No, 


22-13 


Sketch  Dravra  By      JL.  Z. 


_Checkeo  By       1A/.  M  c  1_.  Scale    /Vo^e 


ell    Installed     ffaf/zL  Depth     /*~^- 6  *  Grade  ^op  of     ell     /7*  ^tfyl 

Readings  taken  over     eriod  from  f/j//?L  to>^/?f  and  fro    y///^-&o   date 
First  reading  taken &/  J//?L Water  at  Grade        7^* 


Latest   reading  taken 


n/ttjjjcL 


Water  at  Grade 


LO'm'EST  READING  OT         ,  Til         BRIOD './oft  fJw  Water  at  Grade      7,  /r£ 
UGHiLST  READING  0\  '  RE  PERIOD '.3~/4/3fr  ■■  ater  at  Grade  f  1 .0  7 


Data  Transcribed     y_ 


^■)- 


Checked  By_ 


.AM. 


Remarks : 


8' -6"    sand   a.  gravel   fill 

8'-6M    to    9 '-6"    mud 

9 '-6"    to    lb'-d"    coarse   sand   &  gravel 


Mote:      See   e   planatory  notes  on 
first  page  of  this  Book 


Date   of  ^eyiort/Z/Al/Vfl 
Approved     y    L./3, 


REPORT  ON   GROUND  LEV  L  STATION 

Location:      N   side   of  Western  Ave.    Opp.    Upton  Gt. 


Station 

Ho.      22-14 


V/9C/9N7  Lot 


We.stzr.n~     fty£< 


■o 
O 


9     ... 

—  2J0- 


Sketch  Drawn  By        *-.R.  Checked  By      W.Mr.  1_.  Scale      H°ne 

Well   Installed    P/l/^C-    Depth  /$~-C   "     Grade  Top  of  v.ell     / 7.  &7  ^ 
Readings   taken  over   period  from#fe<^  to///*/*?  and  f  rom^^^E  to   date 


First  reading  taken_ 


p/sz/jf 


Water  at   Grade      /"*/«* 


Latest  reading  taken_ 


////s%/V0 


_Water  at  Grade      <?.*LQ 


L0V.EST  RLADING  OVBR  ENTIRE  PERIOD  './p/ll/VO  "..'ater  at   Grade      ^^7 
HIGHEST  READING  OVER  ENTIB        ERIOD  :  V/J. V/VO  '- ater  at   Grade   / / .<? 5 

Data  Transcribed  By  3'  F- Checked  By A.M. 


Remarks : 


8 '-6"   fill 

8' -6"    to   15' -6"   hard   coarse   sand   & 

gravel 


Note:      See   explanatory  notes  on 
first  page   of  this  Book 


Date   of  Report  ////J  /WO 
Approved  By     /_  ,  B, 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

•location:   N  side  of  YJestern  Ave.  at  a  point  opp»  Station 
Upton  Ct.  Street  Line  'S.W.  side)  projected  No.   22-15 


Vacant      Lot 


tr 


bOO 


N  £   T£L.  POLE  "5 


W  E\ST  E./LW         /lV£ 


Cl/izk  Wslcox  Co. 


o 

3, 


Sketch  i^rawn  By 


I.  R. 


_Checked  Ly      1/V,  McL,     '-'cale_t  i  ffon.<z 


ell   installed    8/3/3 1     Depth     /3~~—  ^      Grade   Top  of    «ell     /7.f~f? 
Readings  taken  over  period  fr ovif /?//?£ to  ^7/^frand  frowj^/y^o  to  date 

First  reading  taken gyJ//^C u'ater  at   Grade      f>7? 

////  9/^/0 '■'.  ater  at  Grade     9.  DO 


Latest  reading  taken 


L0„ EST   READING  OVER  ENTIRE  PE:  IQD :  // //  tlt3L  vr  ater  at  Grade     fr.^3 
HIGHEST  READING  OVER  ENTIRE  PERIOD :  V/2v/yfl  V.ater   at   Grade/  a_.S £- 


Data  Transcribed  By_ 
Lemarks : 


frf- 


Checked  3y 


ABs 


9'    water 
15' -6"    sand   &  gravel 


Note:      See   exolanatory  notes  on 
first   page   of  this  Dook 


Date  or  f.eport////j/VZ) 
Approved  ~y    /_    .fi>, 


REPORT  ON  GROUND  WATER  LEVEL   STATION 

Location:     N.E.   corner  of  Western  Ave.   &     Smith 
St.   P.O. 


Station 

No,     22-16 


Wzjte/ijs     Ave 


Sketch  Dravm  By_ 


jl  >e 


_Checked  By        W.Mcl.  .  Scale     _//ggg_ 


•Veil   Installed     ff//*ALVevth  /fL  I  "     Grade  Top  of  Well     (7?  3f* 
Readings  taken  over  period  tTom*/u/jL to#£/*fand  frcq^f/frdto   date 

First  reading  taken T/3//3I '<ater   at   Grade f.  «* 

Latest   reading  taken  ////.3/Vd Water   at  Grade     fft  ?,? 

LC..EST  READING  OVER  ENTIRE  PERIOD  :  9/3  0/37   Water   at  Grade     7,  ,2  J 

HIGHEST  READING  OVER  ENTIRE  -  E  R IOD : V/2 V/Vfl  ■■  ater   at   Grade    f ,  f  V 

Data  Transcribed  3v  J8 .  F  ■ Checked  By AMj 


Remarks : 


6 '-6"   fill 

6' -6"    to    15' -6"    sand   &  gravel 
10'    water 


Note:      See   explanatory  notes  on 
first  page  of  this  Book 


Date   of  Report ///A3/Vfl. 
Approved  By    /  . ./?, 


REPORT  ON  GROUND  WaTEK  LEVEL  STATION 


Location:   E  aide  of  N.  Harvard  St.  2'  $   of 
Western  Avenue 


Station 

No.      22-17 


VYEJTZZ.H 


/?  K£ 


Sketch   Drawn  By         A   <€*.  Checked   By       W.  Mc  L  .  Scale       Nona 

Well  Installed      T/zf/sL   Depth   /S-~L"    grade  Top  of  Well    /£.  P7^ 
Readings   taken  overporiod  from^f^fto  >£^/^and  f rom^/^^^to   date 
First   reading   taken F/M/3L Water  at   Grade  1 ,  y^ S~~ 


Latest   reading   taken ////V/y<9 Water  at   Grade  %,  £.9 

LOWEST   READING  OVER  ENTIRE  PERIOD  :/a/y/j7  Water  at   Grade          6.2.9 
HIGHEST   READING   OVER   ENTIRE   PERIOD :  y////*/q Water  at    Grade   /  0.J.  9 
Data   Transcribed  By j*>.  p. Checked   By /\.M. 


Repa.rks : 


6' -6"    to   15' -d"    hard   sand   &  gravel 


M0f».    See   explanatory  notes    on 
first  page   of    this    oook 


Date   of  Report    ////*// */g 
approved  By       Z- .  /?■ 


Loca  tion: 


REPORT   ON    GR<  NATER   LEVEL   STATION 

S    siue   of   H.    Harvard   St.    in  front   of 
158  20'    W   of   Hefferan  Place 


■Station 

No.        22-13 


N    J-iAJZV/i&D    S\ 


V-  20  o 


Sketch  Drawn  By 


l  /e. 


^Checked   By        \A/.  Mr  L  .  Scale       T/o/^e 


Well  Installed  ?////3  C       Depth    //"'-£"     Grade   Top  of  Well     J C    &<J  ^ 
Headings    taken  over  period   from.00^  to^/    and   from  tf/s/fito to   date 
First   reading  taken S/^C/jC Water  at    Grade       7-  P-3 


Latest    reading    taken 


////%/</0 


_Water  at    Grade      $f.£ f 


LCwEST   REaDiNG   OVER  ENTIRE   rEKiOD:  /o/V/3  7     V.'ater  at   Grade     ^.j"? 
HIGHEST   HEADING   OVER   ENTIRE  PER IOD ;  J/ / / f / 1/ 0   Water  at   Grade  /^,V/ 


Data    Transcribed   By_ 


S.P. 


_Ghecked   3y_ 


AM. 


5'    fill 

5'    to   6' -6"    old    street 

6' -6"    to   15 '-6"    very   hard   compact   sand   &  gravel 

9' -6"    water 


Notex     See   explanatory  notes    on 
first  pa£;e   of   this    Book 


Date    of    Report ////V/V/fl 
Approved    Bj       I  -.ft. 


REPORT   ON   GROUND   WATER   LEVEL  STAT I ON 
.Location:      Vv    side    of   Soldiers   Field   Road   43'    S   of      Station 


V. 


EEI    Pole   if 502 


-Ha* 


22-22 


600  -0 


ft: 


43  -O 


BE  l  /"oue  *3oz 


JOLDJE&J      FJE.LD    -&D- 


K 


Sketch   Drawn  By_ 


M£7£OPOL/T/9M        CO/VOUJT 


L.  /?. 


_Ghecked   By  \l\L  McL  .      Scale     "f*? 


Well   Installed    j/x7 ' /?£     Depth 


_Grade   Top  of    V.all   /*.  ^  ' 


Readings    taken   over   period   f rom«^£4_to^4^_and   from  fifYfto   date 
First   reading  taken f/i/^j  C Water  at   Grade      f,  J  L 


Latest   reading   taken ////V/V/>  hater  at   Grade  _    ffjQ 

LOWEST   [READING   OVER  ENTIRE  PERIOD;  ?/*//? 7  Water  at   Grade       7.2  3 
HIGHEST    READING   OVER   ENTIRE   PERIOD  :  7/2  .p/j^a ter   at   Grade__£^_^ 


Data    Transcribed   By_ 


*£. 


Checked  By 


4.M. 


Remarks : 


4'fill 

4'    to    17'    silt 
IV    to   21 »    silty   sand 
21'    to   25' -o"    fine   sand 


Note:      See    explanatory  notes    on 
first   oa:e   of   this   Book 


Date   of   Report ////V/Vfl 

Approved    Bv     /,   ,t9, 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:  1250'  W  of  Western  Ave.  on  S  side  of       Station 
Soldiers  Field  Road  85'  N  of  EE1 No. 


22-23 


r\ 


pole   £304 


HftZVG/lA  Z/3MrtA>Y 


Sketch  Drawn  By_ 


i.  /i 


^Checked   By       \/\\Mr  I    .        Scale ^ 


n.€ 


Well   Installed      l/^/j (r    Depth       /*~t°      QradQ   Top  of  Well  ^.3^7 
Readings    taken  over  period   f rom/^^     t o'////-/J'f  and   fromJ^fr^>to  date 

First   reading  taken fA/^*- Vi/ater  at   Grade        9,^ 

Water  at   Grade 


Latest   reading   taken_ 


U/M#ML 


££A. 


LOWEST   READING  OVER   ENTIRE  PERIOD './o//£-/vo    Water   at   Grade      7.^3 
HIGHEST  READING  OVER   ENTIRE  PERIOD:  3/2// J?   Water  at   Grade  / Q.9/ 


Date   Transcribed   By_ 
Remarks  : 


P^, 


Checked  By_ 


_A£L 


7»-e»"  fin 

7'-6"    to   10* -6"    silt   &  sand 
5'    (approx.)    water 


Note:      See   explanatory  notes    on 
first   page   of   this   Book 


Date   of   Reoort ////VA/Z) 
Approved   By       /  ., .  /?, 


Location: 


REPORT  ON  GROUND  WATER  LEVEL   STATION 

S   side   of  Soldiers  Field  Rd.    8»    from  Water  Main     Station 
500'   E  of  N.  Harvard  Street  No.    22-24 


^ 


'0/c/'^  r/zid  Ro*<* 


-/6S' 


^f-   M  Harvard    St 


Sketch  Drawn  By     o&Qj        Checked  By      \/\/t  Me.  L,   Scale_j^u. 

Weil  Installea    7/^/^  Depth    / T  '-  L"  Grade  'i'op  of  ^ell/^.^/7 
Readings   taken   over  period  from^i^toy^6£and  f  roqfrfr  f/y/*o    date 

First  reading  taken  <2/jL/*tik Water  at   Grade    f^JT 

Latest  reading  taken  ^/V/va Water   at   Grade  /<?.P^ 

LOWEST  READING  OVER  ENTIRE  PERIOD  :/±/<,/3  7    Water   at   Grade     Z^j" 
HIGHEST  READING  OVER  ENTIRE  PERIOD  :y//jF/V4  Water   at   Grade/ ^L,  / / 


Data  Transcribed  By_ 


_C he  eked  By_ 


A.M, 


Remarks : 


Note:      See   explanatory  notes  on 
first  page   of   this  Book 


Date  of   Reports /V/VO 
Approved  By     I   .R 


REPORT   ON   GROUND   WATER  LEVEL  STATION 

Location:    W  side   of  Soldiers   Field  Rd.    600'    N   of       Station 

N  Harvard   Street  No.  22-25 


JOLD/£R.S      fj£.LD      &D, 


600  O 


►  «'oi 


#r~        <f  f  f././'otfi   »J85 


1 


Sketch  Drawn  By 


Z.  £• 


ehecked   By       JA/.McL.Scalc      Hone 


Well   Installed     fl/jLff*L Depth    /<9  -  *        Grade  Top  of  Well    M.3~Af 
Readings    taken   over  period   from ?///}L  %ofa/s? and   fromJ^^£*to   date 
First   reading   taken 9/y/3L Water  at   Grade        ^,  3 J 


Latest   reading   taken_ 


////y/¥Q 


_Water  at   Grade       <7,7J? 


LOWEST   READING   OVER   ENTIRE   PERIOD is. 


1?  Water  at   Grade      £,,  f  y 


HIGHEST  READING   OVER  ENTIRE  PERI  OP :  y/a  j/y  fl  Water  at   Grade/  Qt  fr(. 


Data   Transcribed   By_ 


&.F. 


Checked  By_ 


A.M. 


Remarks : 


7»    fill 

5'    (about(    water 

7'    to   10' -6"    sand   running   into   peat 


Note:      See   explanatory  notes    on 
first  page  of   this   3ook 


Date   of   Report////y/yfl 
Approved   By     / R. 


Location: 


1P0RT  C 

side  of  Soldiers  Field  Rd.  1200'  N  of 
N.  Harvard  Street  . 


SW>"     ,..,, 


Sketch  Drawn  By_ 


/..  R.. 


^Checked  ^y      \l\\  M  d  L,  Scale    /•<*'* e 


11   Installed    fJfJLjlL  Depth  o*7-  £  ''    L^rade   Top   of   „ell     A*-d7/ 
Readings  taken  over  period  f?ovif/£a/$C  t o^/j/ff  and  fror  ^4^^to  date 
First   reading   taken f/? <y££ Water  at   Grade       y .«?-»- 


Latest  reading  tal:en_ 


////y/y^ Water  at  Grade     S?  7<2 


LP...  -  IOD  :/o/j.a.l37      ater  at  Grade     7  ^  .-T 

DI   G  OVE]  :FAj/J7     -ater  at   Grade  /<?,  J  ^ 


Data  Transcribed  By 


£>.F 


Checked 


AM. 


Remarks; 


4'    fill 

4'    to   21'    peat   L  mud 
21'    to   27' -6"    sand   running   into  clay 


Note:      See   explanatory  notes  on 
first  page   of  this  Book 


Date   of   ixenort////^/V^ 
roved  By    /_,/? 


REPORT  ON  GROUND  WATER  LEVEL  STATION 

Location:   W  side  of  Soldiers  Field  Rd.  500'  N  of  Station 

well  ^22-26  No.     22-27 


J°LO|£^     FrELD 


l750*-0 


Sketch  Drawn  By_ 


L.R. 


Checked   By      M/.M^L.    Scale     None. 


Well   Installed  SfetsfeC  uopth  ^^-  ^  "  Grade  Top  of  Well     S*r3$0 

Readings    taken  overperiod   from  /^V^toj^^and  fromJ^££j*o  date 

First   reading  taken ^/3t^/j3L Water  at  Grade  Yt^Xs 

Latest    reading  taken ////y/V0 Water   at   Grade  9.  0  f 


LOWEST  READING   OVER  ENTIRE  PERIOD x/o/x/37  water  at   Grade         Z  ?3 
HIGHEST  READING   OVER  ENTIRE  PERI  OP :  /  p//  3/J£ffl  a  t  e  r  at    Grade  9.S  X 


Data    Transcribed   By_ 


35.  P« 


Checked  By_ 


A,M 


Rema  rks  : 


5'    fill 
5 '-9'    peat 
9 »-25'   mud 
25l-o0'-6"    sand    (some   clay) 


Note:      See   explanatory  notes   on 
first   page   of   this  Book 


Date   of   Report  ////V/Vd 
Approved   By       /    ,  B . 


■«• 


Location: 


REPORT  OH   GROUND  mhTEK  LEVEL  STATION 

S  side  of  Soldiers  Field  Road,  2000' 
NW   of  North  Harvard  Street 


Station 

No. 


22-23 


Sketch  Drawn  By_ 


L.  /Z. 


^Checked   By       W.  Mel Scale      A/one. 


Well    Installed 


_Depth_ 


Grade   Top  of  Well      /A. 9^ 

Readings   taken  over  period  iromf/^d/yj,  to /Ay 3  f  and  from^^g  to  date 

First   reading   taken ?/a d/sL Water  at   Grade       ^>X<: 

Latest   reading   taken / /  / / y/  Vfl Water  at   Grade      9.  0 \f 

LOWEST   REaDING   OVER   ENTIRE  PERIOD  X/o/S'/j  7    Water  at    Grade     7.VJ 
HIGHEST  READING  OVER   ENTIRE   PERIOD;  S/V/jl?    Water   at   Grade     9.  Jf^S' 

Data    Transcribed  By E>>W, 


_Checked   By_ 


AM. 


Rema  rks : 


Note:      See   explanatory  notes   on 
first   page   of   this   Book 


Date   of   Report// //V/Vft 
Approved   By     /  . R . 


. 


Location 


REPORT  ON  GROUND  WaTER  L^VEL  STATION 

S  side  of  Soldiers  Field  Rd .  21 •  W  of 
C.B.  at  a  point  23'  n  of  Iron  Pence 


Station 
No. 


22-29 


J OLO/ER.S     Field   £d 


L/OHT  POi.£.    M  399 


I  fLOM     F£NC£. 


Sketch  Drawn  By_ 


/./?. 


_C necked  By        \/\J,  Mel    .Scale      None. 


Well  Installed    <f/*06    Depth  3  •  ' Grade   Top  of  Well        //.  fC7 

Readings    taken  over  period   from^/g^  to^^^/and   from  -^g/ft&to   date 
First   reading   taken f/jt/jC Water  at   Grade  ^JT/ 


Latest   reading   taken 


////y/yg. 


Water  at  Grade 


fof 


LOWEST   READING  OVER  ENTIRE  PERIOD;  9/3.1  ill   Water  at   Grade       frJ */ 
HIGHEST  READING  OVER  ENTIRE  PERIOD x/3u/z9l3C>  Water  at   Grade       9,  ?6 


Data    Transcribed   By_ 


U  F, 


Checked  By_ 


AM. 


Remarks : 


5'    fill 
5'    to   25'    peat 
25'    to   30' -6"    sand 


Note:      See   explanatory  notes    on 
first   page   of   this   Book 


Date   of   Report////y/y<j 
Approved    By      /.,/?, 


.  - 


REPORT    ON   GROUND  WATER    LEVEL  STATION 


Location      S   sj.de   of  Soldiers  Field   Rd .   directly 
between  Light  tj-403  and  402   opp.   Charles   River 

Resexvoir 


ch/^^les     Zive*- 


6 


°^0/££3      FJE.LD     £-D 


Z.  /OH  T   "403M} 


1050 


Station 

No.  22-30 


L  igh~  *402. 


Sketch  Drawn  By       /■■  R. 


Checked  By        ty.  McL  .Scale    S/o/ie 


Well   Installed  3/3//jL     Depth  A&  *~L  "    Grade   Top  of  Well     /-*.   t»  ?3 
Readings    taken   over  period    from/0^/  to  ^/j/j  far\&   f  rom|j^^fi  to  date 

First   reading   taken 7/j»/^c Water  at   grade        ?*'/-*- 

Latest   reading   taken ////V/V  <3 Water  at   Grade       cf,/7 

LOWEST  READING  OVER  ENTIRE  PERIOD :/^/^/j 7  Water  at   Grade     7.  S I 


HIGHEST   KEnDING  OVER  ENTIRE  PERIOD:  V/£  /39  Water  at   Grade/^/,£  7 

Data    Transcribed  By           .G.F.                    Checked  By              A/M. 

Rema  rks : 

4'    fill 

4'    to   lb'    mud 

lb'    to  20«-6"    sand 


Note:   See  explanatory  notes  on 
first  page  of  this  Book 


Date  of  Report S///V///Q 
Approved  By  /  ,/?, 


- 


REPORT  OH   GROUND  WATER   LEVEL   STATION 

Location:      £  side   of  Soldiers   Fiold  Rd.   550' 
N  of   Entrance    to   Smith  Playground 


Station 

No.      22-31 


'e E.t.PoiB  Jfos 


.Sketch  i^rawn   By       L.  &.  Checkftd  3y       \/\f.Mc.\    .Scale     A/ooe 

•  ell   installed  S/M/jA  Depth  *&*'-  *»  "    Grade   Top  of  "•■ell__^£^7)£/ 

Readings  taken  over  period    itotw%6o/?c  tojfe/zf  and  from //f/^t^o   date 
First  reading  taken f/yb/J** Water  at  Grade       <?■&** 


Latest  reading  taken 


LLLUiLtLSL 


ater  at  Grade      9.3  °L 


.       ...  T  READING  OVER  ENTIRE  PERIOD  :  9/3-  o/j  7    ■■  ater  at   Grade      7.  9  9 
HIG.  ESj    READING  0V_  B        $RIQD:J//jL3/V0  .ater    at  Grade     £  ?  7 


Data  Transcribed  By 


_Checked  By 


Al^L 


Remarks : 


6'    sand   &  gravel   fill 
6'    to    13'    peat 
13'    to  20'    -6"    sand   &  gravel 


Note:      See   explanatory  notes  on 
first  page   of  this  Book 


"..    te  of  Report ////V/V£ 
Approved  By     /_ , R, 


REPORT  ON  J  ROUND  WTER  LEVEL  STATION 


Location: 


E  aide   of  Soldiers   Field   Rd.    75'    N   of     Station 
Entrance    to  Smith  Playground  No.         22-52 


Jo 


L°lE.R.5  FlELLD       ^V 


75- O 


Em 


R./JUCE      TO 


Sketch  Drawn  By        I  £  Checked   By       W.MaL.   Scale      Move 

Well   Installed    S/j-Usi^    Depth  ^d'-^"     jrade    Top  of  Wall     J^^V-^' 
Readings    taken  over  period   f rom/o/j/JL  tp //£ ^9and   £romj//y/</6to  date 


First   reading   taken_ 


Latest    reading   taken_ 


N/H/¥0 


Water  at  grade   9.^/3 
_Water  at   Grade    9.J17 


LOWEST   READING   OVER  ENTIRE   PER  I  OP :  f/^,  /  /  3  7     Wa  t  e  r   at   Grade    fc/Q 
HIGHEST    READING   OVER  ENTIRE  PERIOD;  b/9/3 7     Water  at   Grade  //.9  V 


Data   Transcribed   By_ 
Remarks : 


S.F- 


Checked  By_ 


4.M. 


6'  sand  a.   gravel  fill 
6'  to  13'  peat 
15'  to  20'-6"  sand  L   gravel 


Note:   See  explanatory  not3S  on 
first  page  of  this  Book 


Date  of  Report  ////V///0 
Approved  By  L  ..B, 


REPORT   ON   GROUND  WATER   LEVEL   STATION 

Location:      5'  W   of  Stone  7. all  at  a  point   590'   N  of 
Western  Ave*    in  Smith  Playground 


Station 
No.    2£-33 


'/"////'///WW///// 

'Field  House.      % 

J 


h/M/W///////Ml/,?i 


-J)m/-f-fr    RlayorouncJ 


V 


O  pan>n<7 


n 


X' 


So- 


Si 


?: 


Was-f  cr  n       rfvenua. 


Sketch  Drawn  By^^y  Checked  By       |A/.  Mcf   .    Scale  ^^.g^ 


Well   Installed    P/jIpC  Depth 


_Grade  Top  of  Well  //,  P0  C. 


Readings   taken  over   period  f  rom/a/ffk  to y/6  /3 g  an d  fromV/y/V^to   date 
First  reading  taken £%L£jL2Jk Water  at  Grade     P: ff9 


Latest  readings  taken_ 


y/j-s/yo 


Water  at  Grade  Ph>66E.n 


L0V.EST  READING  OVER  ENTIRE  PERIOD  \/o/w/3  J    Water  at  Grade     7./*/ 
HIGHEST  READING  OVER  ENTIRE  PERIOD  \2./Sr/3 7    Water  at   Grade  //y^Z- 


Data  Transcribed  -By       p.,,  f. 


Checked  By_ 


AM. 


Remarks : 


Note:      See   explanatory  notes  on 
first   page   of   this  Book 


Date   of  HevoTtWjlj/yo 
Approved  By    L.  .M. 


■jrt  on  groi  riori 


Location:   E  side  of  Soldiers  Field  Rd . 
N  of  Speedway  Aventie 


500' 


Station 
No. 


22-54 


SOLDIER.6       f/ELD    /Id. 


500-0' 


•  &K 


££ Pol£*4II 


I 

I 

Sketch  Drawn  :-y  /.  /?  Checked  By       \A/. /Vfc  L. Scale     AWe 

Well   Installed    v/j-j-fjl    Depth    JT-L  ''     Grade   Top  of  Well     Sf.375 
Readings   taken  over  period  froi.i/y^?^  ^tfyt/j?  and  fron^^^£_to    dote 
First   reading  taken /b/jr/2/L Water   at   Grade      f,-*7 


Latest  reading   taken 


/o/nr/vo 


Water  at   Grade      fc £,  a^ 


L    .EST  READING  OVER  ENTIRE  PERIOD  :  /o/S/37  V  ater  at  Grade     p%^Ll 


RjXffiEST  READING  OVEI           [RE     ^.RiuD :  y//S~/Vd     ater  at   urade/^.^7 
Data  Transcribed  By £>-f\ Checked  By AM- 


Remarks : 


6'  sand   &  gravel 

6'  to    7'-d"    clay  fill 

8'  to   9'    peat 

9'  water 


Note:      See  explanatory  notes   on 
first   "age   of  this   ;  ook 


Date   of  Re  vox t  /  o/xfr/*/Q 
Approved     v     /.  f/3. 


^ORT  ON   GROUND      AT   R   LEV  01 

Location:      On  P.O.   of  Soldiers   Field  Rd .   &  Sverett  Station 


St.   S.W.   Side 


No . 


22-35 


Soldi E.R.S    /-/£,ld   /Id. 


Sketch  -rawn    . y       ^f  # 


.Checked  By       lA/.Mc  L.  Scale    A/°'*z 


ell    xnstalled   x/j.f/31-  '  e -  t.i    /5~'~L"    Grade  Top  of     ell    /7.  o^J 
Readings   taken  over   period  from/g^T1^  toyt/u/jf  ana  from tf/'/ite to   date 


First  reading  taken_ 


;o/s~/<i(. 


Latest   reading  taken 


////V/VO 


Water  at  Grade       y.  o& 
i'ater   at  Grade      ^-ib  0 


JX  —  v   1-  .^0^:  ////f/37     ater  at  Grade     ,Rc*~? 

IIIG.  _  E  DING  OVER  ]  0D :  f/^3/37  Water   at  Grade  /  /.£f 


Data  Transcribed  By 


£f- 


Checked  By 


JIM, 


Re- .arks: 


7'    water 

8' -6"    sand   6-  gravel   fill 

8'-6"    to   15'-6"    coarse   sand   L  gt-avel 


ote :      See   explanatory    ,otes  on 
first  pare   of   this  Book 


Date   of  l;e   ort  I l/l^ji/p 
roved  By_ 


REPORT  ON  GEL      ATER  LEVEL  STATIC: 

Location:   S  side  of  Soldiers  Field  Rd.  11  •  S  of   station 

Telford  Street  jj0t   22-36 


Soldier.^     Field    JZd 


i 


no 


Sketch  Drpin  By         £•£-  Checked   ..y        \Al  W\a  L. Scale     "?"* 


..ell   .installed  ^/j.^/^  Tiapth  ^'"  L  "     Grade   Top  of     ell      /•*'.*''¥ 
Readings   taken  over  period  fro:i.^r>^to  >^£/>»and  from-3/VWto   date 

First  reading  taken ?/>/3i Water   at  Grade        £  .S</ 

Latest  reading  taken ////V/VA T,'ater  at  Grade     7..1  ¥ 

LQV.'EST  READING  OVER  ENTIRE   RER IOD  : /o/r/3 7  '  ■' a t e r  at  Grade  .CV,^ 


IG'.ilST  REAI  ^        OVER  E]  -'IRE  PERIOD : S/aJVO  1  ater  at  Grade     ff^f 


Data  Transcribed  By 


iS-F- 


Checked  By 


A.M. 


Remarks 


9' -6"    sand   &  gravel   fill 

Q'-b"    to    IV    coarse    lcose    sand   6c   gravel 


Note:      See  explanatory  notes  on 
first  page   of  this  Book 


Date   of    .  Q"ort////y/yfl 

roved    : v   /    . R. 


REPORT  ON  GROUGD  V,      i.EVEL  STATU 
Location:  On  P.G.  of  Telford  St.  &  Western  Ave.  N.  Station 


E.   side 


Western 


* 


flV/L 


. 


22-40 


Sketch  Drawn     y       L ./L 


_Checked  By       l/V,  M<^L,   Scale      A/one. 


ell    installed  $r//f/3£     Depth     /3 '  Grade  Top  of   ..ell     /<*_  ?jS~? 

Readings   taken  over   period   fTox\7///?t  to y^f^and  froic^^:^  to   date 

First   reading  taken f/y/3  L Water  at   Grade     iriD  V 

Latest   reading  taken ////^ /VO *  ater  a  t  Grade  DRy 

L     LXT  READING  OVER  ENTIRE  PE2  ICD  :/o/S'/j7      ater  at   Grade    7.  / 3 
HIGHEST  READING  OVER    .NTIRE  ,  iSRICD  :£///J7     -ater  at   Grade     9.3 & 


Data  Transcribed     y 


&-f. 


Checked  Ey_ 


A.M, 


Ge.iarks: 


7'    (approx.)    v/ater 
ll»-6"    to   15'-6"    blue   clay 


Ilote:      See   explanatory  notes   o:: 
first  page   of  this  :.ook 


uate   of  Report ////V/Vo 
Ap p r o v e  d     y    /_  (  ft, 


Location: 


REPORT   ON  GROUND  WATER  LEVEL  STATION 

E   side   of  Speedway  Ave.    24'   N  of  line 

of  poles   in  McDonald  Avenue 


Station 

No.      22-42 


l 


O+Po/e 


■^~5p  <z  <z  afvv&y    /3^-en  u  e. 


5 


o 


PaU-* 


tf&ce.    frsok 


l#6oaftn  -f*n<:€ 


Sketch  Drawn  By_~^t/fl_Checked  Bv      yy.M^L, 

Well   Installed    9/ 77/ 'j(.  Depth    /S'-C"    Grade  Top 
Readings  taken  over  period  from^/^toyA/??  and 

First  reading  taken S-/.3//3& 

Latest  reading   taken ir/ ' c/ ' Vo 


Scale  s^%**rjz, 


Water 


Water 


LOWEST  READING  OYER  ENTIRE  PERIOD:  F/Jl/j  G    Water 
HIGHEST  READING  OVER  ENTIRE  PERIOD ;V/2j/V^  Water 

Data  Transcribed  By      g,,^ Checked  By 


of  WellA2.  976, 
fTomY///y0  to   date 
at  Grade    7  V0 
at   Grade  P/na&e.D 
at   Grade     7.  VO 
at  Grade  / O.JL3 

AM, 


Remarks : 


Note:      See   explanatory  notes  on 
first  page   of   this  .book 


Date   of  tievoTtf/t/VO 
Approved  By   /     J^t 


REPORT  ON  GROUND  V.ATER  ^VLL  STATION 


Location:   W  aide  of  Hopedale  St.  61  N  of  Sorrento  station 

Street  ■  .  No.       22-44 


.9 


K 

K 


JOZ/IEN-TO 


JT/LLET 


\ 


Sketch  Drawn  2y_ 


l.x. 


o 


_Checked  iiy       W.  Mc^  L.  i  cale      None 


--/ 


Sell  installed  B/'^/zt  Depth  //~~  L  grade  1op  of  ell  /7.^~°f 
Leadings  taken  over  period  from%4>/>£  to  y^'/jfssx^  fToraf/p/xe-to  date 
First   reading  taken 7/f-/jL ..'ater  at  u-rade       J.3-L 


Latest  reading   taken 


////3/YO 


_(ater  at    -orade     ff.3  f 


L^   EST  READING   3VER   ENTI  MOL : /£>/y/>  7       ater  at  Grade     7.3  S 


HIGHEST  READING              ENTIRE  .  ERIQD:  £~/9/3S      ater  at   Grade     ?.£,  3 
Lata  Transcribed  By 5b.  f~-  C/necked   By AM, 


Remarks 


9'    gravel 

9'    to    12  «    fine    sand 
9,-d"   water 
12'    to   15' -6"    coarse    sand 


Note:      tee   explanatory  notes  on 
first  page   of   this    ,ook 


Date  of   xe:iort////j/y^ 
roved     y   /    , ft, 


REPORT  ON   GROUND  7,'ATER  LEVEL   STATION 

Location:       2l*-6V^S  of  Hopodale  and  Mndom  Sta .  Station 

S'^-    sid0 No,         22-45 


K 

K 


W/ NDOM 


J  T R.LET 


^/:6 


Sketch  Lrawn  By       /  /? 


_C !  e c ke d     y        W,  M  c  I  .  .  S c ale MonQ 


".ell    installed    £"/>//>£    Lepth      /-T-  (>  "  Grade  Top   of     ell       /  C.  */JLj 
Readings  taken  over   period  from  fr/t/sL\,oyV//jf  and  from  -*/?/jc&o  date 
First  reading  taken ?/#/jl ffater  at  Grade      ^.  oL 


Latest  reading  taken 


/f/'/o/vo 


_.. ater  a!    Grade     7LS / 


L--..EST  REaDING  OVER  ENTIRE  PERIOD:  9/JL0/37    V.ater  at   Grade    £.s/ 
HIGHEST  REAPING  OVH  PIRE  PERIQD:^/g.y/vd  Water  at  Grade   fj  fr 6 


Data  Transcribed  By 


JS.P. 


Checked     y 


AttL 


Remarks : 


8'  fill 

8'  to   15'    gravel 

9'  (about)   water 

15*  to   15  '-(j"    coarse   sand 


Note:      See   explanatory  notes  on 
first  page  of    this  Book 


Date   of   Keport///A?/yfl 
Approved     y     l_.B. 


REPORT  OH    GROUND    .-ATER   hEVKL  STATION 


Location:      E  side  of   Upton  Ct.   directley 
opposite  #7 


W '  LST EUN 


4  7 


-A 
O 


flvz 


b tat ion 

mo.         22-46 


/v 


\£.I '  Pol£  *oao9a 


.Sketch  rrawn  By        l  * 


_Checued  ^y       W,  MoL.^cale      Nooe- 


LI    installed  S*/i*/3t>    Depth  /3 —L         Grade   Top  of     ell      /C.oLo 
Readings   taken  over  period  from //*//£/■  to^Z^f  and  fro;iy0/grato   date 

First  reading   taken F/j//s£ Water  at  Grade      fr.f9 

Latest  reading   taken ////.?/yfl .ater  at   Grade     9.S L 

Lu-EST  READING  oVLR  INT  I  !    '3Sb:/c>/a,q/tyo    '-'ater  at   Grade    f,  F  f 

.,lG.:-_aST  READING  G.  TIRE  PER10L : V/^V/W    .ater  at     :rade/,?.<Z J 


Data  Transcribed  3y 


M: 


Checked  By 


AM 


Remarks 


5 '-6"   fill 

5 '-6"    to   12' -6"    hard   sand   &  gravel 

7,-9"   water 


Note:      See   explanatory  notes  on 
first  page   of    this    Book 


>ate  of  Re  ■ort////j//fl 
A   proved  "y    L-.3. 


REPORT  ON  GROUND  WATER  LEVEL  STATION 


Location:   E  side  of  Grant  Place  21'  £  of 
EEI  Pole  #258 


Station 

Mo.     £2-4r/ 


6'/Z/iJVT        PjL 


Bl'O 


6    — 


#i?4 


Sketch  Drawn  By_ 


z.  /P 


_Checked   By       \AA  Mr.  I    .    Scale     »fe>ag- 


Vnell   Installed     t/sYjC     Depth      /? /  Grade  Top  of  Well    /3-<f63 

Readings    taken  over   period   £vom.£/j/j&>     tofYyJf    and   f  ronu-^y^fo  to  date 


First   reading  taken_ 


.fit/fjL 


LateES-t  reading  taken 


Hjjt/Vo 


JSater   at   Grade     ^  *?£, 
_Water  at    Grade     <?./)  I 


LOWEST  READING  OVER   ENTIRE  PERIOD: /o/Juf/VO    'water  at   Grade    j^y/ 
HIGHEST   BEADING   OVSffi   ENTIRE   PERIOD:  *ffT/j*     Water  at   Grade /^.^  <? 

Data   Transcx'ibed   By ^  P. Checked   By AJ4j 


Rema  rks : 


5'-c"  fill 
5J-6"  water 
5 '-6"    to   13'    sand   &  gravel 


Note:      See   explanatory  notes    on- 
first   oa  :e    of    this    Book 


Date   of  Report///A3/yo 
approved   By     /_  ,/Q, 


REPORT  ON  GHOUNJ  WATER  LEVEL  STATION 


Location:  W  side  of  Travis  St.  28'-6"  N  of 
Kingsley  Street  


4 

T 

A 

o 

00 

"4 

J 

1 

KfMo 


<s  Lzy 


5 
^ 

^ 

£ 


Station 

No.       22-52 


Jt&e&t 


Sketch  Drawn  By  ^.*.  Checked   By         \A/.  Mc  L.  Scale      rtoge 


Well   Installed     8/"/3l       Depth     /3~—C   Grade  Top  of  Well       / C.  *~*3 
Readings    taken  over   period   from^y^  X,o////3f  and   from  **/?/?*  to  date 
First   reading   taken fr/jj/jj. Water  at   Graae       'l-'^f 


Latest   reading    taken_ 


////v/vo. 


_Water  at   Grade 7,  ? 6 


LCW3ST   READING  OVER  ENTIRE  PERIOD :/^/y/^7     Water  at   Grade     /.  f& 
HIGHEST   READING  OVER  ENTIRE   PERIOD:  7/30 L?f  Water  at   Grade 9,  £3 


Data   Transcribed   By_ 
Remarks  : 


fe,f 


Checked   By_ 


A^L 


2'    grade   fill 

9'    (about)    water 

2'    to   15' -6"    sand   6c  gravel 


Note:      See   explanatory  notes   en 
first  page   of   this   Book 


Date   of  Report  ////V/yfl 
Approved  By     /_./?, 


V 


REPORT   ON   GROUND  WATER   LEVEL   STATION 


Location:     E   side   of  N.    Harvard   St.    29' -6"   S   of  Station 

Rena    Street  No  •  22-53 


* 


Z9'-6 


N.        JiflUVfi/ZD         J  7 


Sketch  Drawn  By_ 


L.  R 


.Checked  By        W.  Me.  L,  Scale      /Vo/ie 


Well  Installed    &/'V?L  Depth    /f'-l"  grade   Top  of   Well     ^o-ssc 

Readings    taken  over  period   f  vovaf/z/^C  X,o//s/>9  and  f rom^/^r^  to  date 
First   reading   taken f/'/ji Water  at   Grade        ST-3L 


U/HHo 


_Water  at   Grade        fc  / 1 


Latest   reading   taken 

LOWEST   READING   OVER  ENTIRE  PERIOD :/o/j<?/Vo  Wa ter  at   Grade         76/ 
HIGHEST   READING   OVER   ENTIRE  PERIOD  l//W?f  Water  at   Grade    /Q.S3 


Data   Transcribed   3y_ 


r.p. 


Checked  By_ 


AM* 


Remarks : 


15' -6"    sand    &  gravel 

10'    (about)    water 

13'    or   14'    traces    of   clay 


Note:      See   explanatory  notes    on 
first  page   of    this   Book 


Date   of   Report//// WVO 
Approved   By  /    .R, 


REPORT  ON  GROUND  khTER  LEVEL  STATION 
Location:   S  aids  of  Smith  Street  opposite  fr30   Station 


No. 


22-ob 


£  £  /.POLf 


*■  O/z/ia. /s/2ec/    J^Aee/ J 


^38 


7 

K 

ft 


Sketch  Drawn  By 


l.d 


^Chocked  By      \A/.M. 


Scale     /Vo/^e 


Well   Installed    ¥/$73L  Depth       /C?'  Grade   Top   of  Vyell^-5'-^^-5 

Readings  taken  over   period  from#^&     toX/^6^   and   1 'rom/^o  to  date 


First   reading   taken 


J^- 


Water  at   Grade     ^<^ 


Latest   reading    taken_ 


jj/ihJvq 


Water  at   Grade      ^/f 


LUjjjST   READING   OVER   ENTIRE   ^.IIOD:/^  A//Q7      Vvater   at   Grade     7 /£  ^ 
HIGHEST   READING  OVER   ENTIRE  t ±i\1Ql>:j/,/2_*////Q  Water  at   Grade/^J" 


Data   Transcribed   By_ 


)&,P- 


Checked   By 


JU± 


Rema  r  ks 


4'  -6"   fill 

4 '-6"    to   131    saad   &  gravel 

6 '-6"    water 


Note:      See   explanatory  notes   on 
first   oace   of    this    Book 


Date   of   :t9port////y/V0 
Approved   By     /     .  /?, 
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